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Tesla — Westinghouse 
Correspondences edited by Jeff Behary 


This document is compiled for historical reference only. 
No part of this document may be reproduced. 
All rights reserved. 


“Portrait of Nikola Tesla”, George Westinghouse Museum Collection, c.1864-2007, MSS 920, 
Detre Library and Archives, Senator John Heinz History Center 


The following pages were compiled from materials formerly collected by Leland |. Anderson, originally 
donated to the Western Pennsylvania Historical Society, now known as the Senator John Heinz History 
Center in Pittsburgh, PA. 


They are part of the Leland Anderson Collection on Nikola Tesla — more than 49.5 linear feet (49 boxes) 


“Leland Anderson was a writer and researcher who is the author of a number of published works on the 
electrical engineer and inventor Nikola Tesla. Tesla, who worked for the Westinghouse Electric and 
Manufacturing Company in 1888, was known for his work on the alternating current system, radio 
communication, and X-ray technology. 


Beginning in the 1940s and continuing over the next 50 years, Anderson compiled a large collection of 
research materials documenting the life and work of Tesla. “ (taken from historicpittsburgh.org website) 


Most of the letters transcribed in this book were acquired by Leland from Library of Congress microfilms 
of correspondence in the archives of the Nikola Tesla Museum in Belgrade. Typos and grammatical 
errors in the original texts were left unaltered. In addition, there are a series of letters transcribed by 
William Terbo and | which were found in a file cabinet at Niagara Falls written between Nikola Tesla and 
Edward Dean Adams and pertain to the conversations leading to the final decision to place Westinghouse 
generators at that famous location. 


Left: James Hardesty, Leland |. Anderson, and William C. Wysock standing in front of the “extra” coil used 
in the Model 13M Magnifying Tesla Coil. Right: Tesla Technology Research Model 13M Magnifying Tesla 
Coil producing ca. 56 ft. discharges. (Both images are from Bill Wysock’s archive) 


The next ten pages represent the scope of The Leland Anderson Collection on Nikola Tesla, taken from 
the Senator John Heinz History Center. | present it here as unedited in-full as not to diminish the vast 
scope of Lee’s work, which was unique to the world in that the first-hand knowledge and materials he 
had obtained in his lifetime, starting in the 1940s, could never be replicated outside of the time period in 
which he lived. He was literally the right person in the right place at the right time to do this work, and 
had he not done the work that he did much first-hand knowledge regarding Tesla would have been 
permanently lost: 


History 


Leland Anderson 


Leland |. Anderson (b. 1928) is a writer and researcher who is the author of a number of published works 
on the electrical engineer and inventor Nikola Tesla. Anderson, an electrical engineer, technical writer, 
and former manager of the Minnesota State Historical Society, took up an interest in Tesla during high 
school in the 1940s, shortly after Tesla's death. Over the course of the next 50 years, Anderson compiled 
a large collection of materials documenting Tesla's life, work, inventions, technical theories, and more 
recent work-based Tesla's ideas. Anderson founded the Tesla Society, and was editor of its newsletter, 
Tesliana, beginning in the 1950s. In 1956, he and John T. Ratzlaff published an extensive bibliography of 
over 3,000 citations of writings by or about Tesla, which was subsequently updated over the following 
decades. Additionally, Anderson has written and edited numerous books on Tesla and his work. 


Nikola Tesla 


Nikola Tesla was an electrical engineer and inventor who experimented in electricity, magnetism, and 
radio waves and is best known for developing the alternating current (AC) electrical supply system and 
the polyphase induction motor Recognized today as a Serbian-American, Tesla was born in 1856 in 
Smiljan, Lika, which today is in modern-day Croatia. After completing his education in Prague in 1880, he 
worked as chief electrician for a telephone company in Budapest, and soon after was employed for the 
Continental Edison Company in Paris. 


Tesla accepted a position working with Thomas Edison in America in 1884, although he resigned after 
only a year following a payment dispute with Edison. With the backing of several investors the short-lived 
Tesla Electric Light and Manufacturing Company was formed in 1885, followed by the Tesla Electric 
Company in the spring of 1887. In 1888, after hearing of a public presentation Tesla made proposing his 
alternate-current motor and transformers, George Westinghouse licensed the patents for Tesla's 
polyphase induction motor, and several of his transformer’s designs. Tesla was subsequently hired ona 
year-long contract to continue his AC designs and act as a consultant for Westinghouse Electric and 
Manufacturing Company's labs in Pittsburgh, Pa. During the year Tesla lived and worked in Pittsburgh, he 
furthered his AC designs, actually using the system to power some of the city's streetcars for a short time. 
Nikola Tesla became a naturalized American citizen in 1891. 


Tesla assisted Westinghouse in powering the 1893 Columbian Exposition in Chicago, demonstrating to 
the public the viability of large-scale alternating current power. He experimented with X-ray technology 
and wireless radio development, and participated in several industrial and scientific organizations 
including serving as vice president of the American Institute of Electrical Engineers between 1892 and 
1894. In 1899, Tesla began a year-long series of high-voltage electricity experiments in Colorado Springs, 
Co. Soon after his Colorado experiments, which gained national publicity, he received funding to build a 
large transmission tower on Long Island, New York. Wardenclyffe Tower, which was never completed, 
was intended by Tesla to conduct wireless communication and wireless electrical transmission tests. 
Tesla's research and experimental interests late in his life revolved around aviation, interstellar power 
sources, extraterrestrial communication, weaponized energy, electrotherapeutics, and radio-controlled. 
While he became more reclusive has he aged, Tesla earned roughly 300 patents internationally during his 
lifetime, including several bearing his name, such as the Tesla coil and Tesla turbine. Nikola Tesla died in 
the New Yorker hotel, where he had long since taken up resident, in 1943. 


Scope and Content Notes 


The Leland Anderson Collection on Nikola Tesla documents the life and work of engineer and inventor 
Nikola Tesla. The collection primarily contains secondary research materials compiled by Anderson over 
the course of 50 years, and includes photocopied contextual materials on Tesla's life and times from 
research institutions; Anderson's own work; topical materials covering Tesla's various fields of work and 
experimentation; biographical material on Tesla's contemporaries; journal and scholarly articles on 
Tesla's inventions and patents; journals, newspapers, and publications on Tesla and his work; and 
audio/visual materials including photographs, negatives, VHS tapes, cassette tapes, 35 mm slides, and 
microfilm. The collection contains 49 boxes and has been arranged into 8 series: I. 
Contextual/Biographical about Tesla; II. Leland Anderson's Research; Ill. Topical; IV. Biographical 
Materials, Tesla's Contemporaries; V. Tesla's Patents and Inventions; VI. Scholars Files; VII. Journals and 
Publications; VIII]. Audio/Materials. 


Series I. Contextual / Biographical about Tesla 


Series one contains contextual material on the life of Nikola Tesla, primarily contained in secondary 
publications concerning different facets of his life and work. 


Box 1 Scrapbooks created by Leland Anderson containing newspaper clippings, articles, and photocopied 
materials about Tesla, photocopies of letters to and from Tesla concerning his work and discoveries 
(1900s-1940s), and articles on Tesla and his contemporaries. 


Box 2 2 Scrapbooks of published articles concerning Tesla's theories and works, from 1943 through 1961, 
and the 1970s. There are also three folders of assorted biographical materials concerning Tesla, including 
correspondence to and from Tesla and copies of agreements with Westinghouse. 


Box 3 3 Scrapbooks containing newspaper clippings, articles, and assorted photocopied biographical 
materials 


Box 4 Biographical material on Tesla, primarily copies and chapter excerpts from different works. There is 
an original manuscript of John Jay O'Neil's biography on Tesla, Prodigal Genius. 


Box 5 Contextual materials about the life and times of Nikola Tesla including writings about him, articles 
about his life, interests, and ideas, as well as theories he was connected with. 


Box 6 Contextual information, primarily copies of authors' papers, news clippings, magazines, and 
research concerning topics such as Tesla's death, Tesla and extra-terrestrial communication, Tesla's 
family, his patron saint, spirituality, social acquaintances, and musings on his personal philosophy. 


Box 7 Photocopied materials featuring Tesla's writings for various publications and addresses to the New 
York Academy of Science, NY Electrical Society, and others. There is also photocopied correspondence 
with colleagues and relatives (1880-1942) that was translated by staff from the Tesla Museum in 
Belgrade. There is a box level inventory inside this box. 


Series II. Leland Anderson's Research 


Series two consists of copies of archival and library materials from a number of institutions, as well as 
published materials on Tesla's life or his work, which were used by Anderson in compiling his writings 
about the man. 


Box 8 Primarily photocopied archives materials, including copies from the Marie Scherff Collections at 
Columbia University, all on Tesla's life and work. Marie Scherff's father, George Scherff, was Tesla's 
trusted assistant. Box 8 also includes Library of Congress (LOC) copies of correspondence between Tesla 
and Mark Twain (1892-1910), Westinghouse Electric and Manufacturing Company (1888-1899), and John 
Pierpont Morgan (1907-1943). 


Box 9 Photocopied archival material, primarily from the LOC, of correspondence between the 
Westinghouse Company, Tesla, George Scherff, and others. There is additional material from other 
institutions. 


Box 10 Primarily contains copies of Columbia University correspondence between Tesla and Robert 
Underwood Johnson, or between Johnson and others concerning Tesla. Johnson was an author, editor of 
the Century Magazine, and United States diplomat. 


Box 11 Bibliography, indexes, and articles Anderson and Ratzlaff used to compile their bibliography. 


Box 12 Articles and reports written or edited by Anderson on Tesla's theories, inventions, and lectures; 
binder of some primary letters, with 2 possibly written by Tesla, and others concerning him. There are 
several portfolios containing Anderson's views on public opinions about Tesla and his work. 


Box 13 Research materials used in Anderson's writing and scholarship, including photocopies from books, 
correspondence with other experts and institutions, FOIA requests, and materials from the Tesla 
Museum in Belgrade, Serbia. 


Series III. Topical 


Series three contains topical materials relating to Tesla including radio wave development and Tesla's 
role in wireless experimentation, and international engineers' conference bearing his name, AC/DC 
current war, Niagara Falls, Tesla coils, government materials concerning Tesla, and the Wardenclyffe 
Tower. 


Subseries A. Radio History 


Box 14 Historical developments in radio history including articles related to Tesla's contributions to 
wireless radio transmission. There are editions of the Antique Wireless Association (AWA) review (1980s- 
1990). There are copies of Tesla's correspondence with Benjamin F. Miessner. 


Box 15 Materials concerning the history of radio including Mid-Atlantic Antique Radio Club newsletters 
(1980s-1990s), proceedings from the Institute of Radio Engineers (1950s- 1960s), and articles from early 
20th century. 


Box 16 Materials concerning the history of radio including historical context for radio and wireless 
transmission development. This box also includes Tesla Symposia materials, including commemorative 
and scholarly articles (1956-1990s). 


Subseries B. Tesla Symposia 


*The Tesla Symposia is an international technical engineers conference, usually held in conjunction with 
the anniversary of Tesla's birthday. 


Box 16 Box 16 also includes Tesla Symposia materials, including commemorative and scholarly articles 
(1956-1990s). 


Box 17 Symposia materials, proceedings, commemorations 1970s-1990s; Symposia lectures 1990s. 


Subseries C. AC/DC Controversy, Niagara Falls 


Box 18 Select articles covering and describing the AC/DC controversy involving Tesla, Westinghouse, and 
Edison, as well as the development of hydroelectric power at Niagara Falls. 


Subseries D. Legal Materials 


Box 19 Legal materials and court proceedings including several of Tesla's patent battles, as well as other 
relevant cases, some dealing with Marconi Wireless Telegraph Co.; requests and correspondence of 
Leland Anderson to various repositories for said information. 


Subseries E. Tesla Coils 


Box 20 Tesla's Coil Builders Association (1982-1998); topographical maps of Colorado Springs and area 
(1995); general information about Tesla's Colorado Springs experiments. 


Box 21 Materials on Tesla coils, including articles, scholarly papers, and bulletins on Tesla Coils (1890- 
1980s). 


Subseries F. Government Materials 


Box 22 Government files: FBI files obtained by Arthur B. Keyes through FOIA requests (1943- 1949); 
correspondence of division of Investigation and Research (1940s); Federal Agency records on Nikola Tesla 
(1934-1981). 


Subseries G. Wardenclyffe Tower 


Box 23 Journal articles and other materials on Tesla's Wardenclyffe Tower. 


Series IV. Biographical Materials on Tesla's Contemporaries 


Series four is comprised of secondary contextual material focused on engineers and scientists of Tesla's 
time, as well as person who have done research on Tesla, or have conducted more recent 
experimentation based on his theories and work. 


Box 24 Photocopies of research, correspondence of, and biographical materials on prominent scientists 
and engineers, primarily Tesla's contemporaries, including George Scherff, Steinmetz, and Westinghouse 
(1890s-1990s). 


Box 25 A-H: Biography files of prominent scientists and engineers including Tesla's contemporaries, as 
well as figures/persons that have researched and studied Tesla (1900s). 


Box 26 G-R: Biography files of prominent scientists and engineers including Tesla's contemporaries, as 
well as figures/persons that have researched and studied Tesla (1900s). 


Box 27 Author extracts from works on or about Tesla; photocopied materials extracted from authors 
works about Tesla or work based on his theories. 


Series V. Tesla's patents and inventions 


Series five focus on the over 300 patents Tesla received during his life time, comprised of secondary 
materials on the subject. 


Box 28 Photocopied materials removed from published materials specifically on Tesla's inventions and 
discoveries such as the electric motor turbines, and wireless radio waves. There is one folder of 
photocopies of Tesla's own notes (1920s) concerning ether and gravity. 


Box 29 Articles, scholarly papers, and reflections on Tesla's inventions, including pumps, turbines, and 
other machinery. Included are patent materials, Leland Anderson's correspondence with other Tesla 
scholars about patents and inventions (1880s-1980s). 


Box 30 Patent and invention materials, some of which is from NARA, as well as more recent research 
materials and studies based on Tesla's patents. 


Series VI. Scholars Files 


Series six contains analytical and research-based materials produced Professor Warren Rice and Dr. 
James Corum based on Tesla's work and theories. 


Subseries A. Professor Warren Rice 


Professor Warren Rice (b.1925-d.2009) was a mechanical engineer at Arizona State University 


Box 31 Professor Warren Rice Papers, A-H; college papers and dissertations related to Tesla's theories 
and work. 


Box 32 W. Rice Papers, H-Z. Box 32 also includes J.R. Johler reports and papers on radio waves produced 
by the National Bureau of Standards; research, papers, some correspondence of James R. Wait, an 
electromagnetic scientist and educator. 


Subseries B. Dr. James F. Corum 


Dr. James F. Corum is a highly distinguished electrical and electronic engineer, and is a member of the 
Tesla Memorial Society of New York. 


Box 33 Dr. James F. Corum papers including technical and scholarly papers on Tesla; as well as 6 cassette 
tapes of Corum's speeches to the International Tesla Society, Inc. 


Box 34 James F. Corum Papers including technical and scholarly articles and analyses of Tesla's work 
(1930-1990). 


Series VII. Journals and Publications 


Series seven contains numerous scientific and engineering publications and journals containing articles 
about Tesla, his work, or subsequent work and research based in his theories. Several publications are 
produced by Tesla-centered organizations. 


Box 35 Foreign Language publications, primarily the American Srbobran, the newspaper produced by the 
Serb National Federation. There is also a serial titled Tesla, published in Serbian. 


Box 36 A-E: Scientific and engineering periodicals containing articles about Tesla, his work, or research 
based on his theories. Primarily a variety of copies of newspaper articles. 


Box 37 E: Scientific and engineering periodicals containing articles about Tesla, his work, or research 
based on his theories, including: Electrical Engineers (1888, 1890, and 1910s), Electrical World (1889- 
1899, 1956-1990). 


Box 38 E-M: Scientific and engineering periodicals containing articles about Tesla, his work, or research 
based on his theories, including various electrical and electronic journals. 


Box 39 N-P: Scientific and engineering periodicals containing articles about Tesla, his work, or research 
based on his theories, including: Regular Mechanics, Popular Science, copies of New York Times editions 
(1890s-1990s). 


Box 40 Q-S: Scientific and engineering periodicals containing articles about Tesla, his work, or research 
based on his theories, including Practical Electrics (1921-1925), Radio Electronics (1940s-1960s), Science 
and Inventions (1920s-1930s). 


Box 41 S-Y: Scientific and engineering periodicals containing articles about Tesla, his work, or research 
based on his theories, including The Teslian, The Tesla Journal, a 1931 Time edition covering Tesla, 
Westinghouse publications, and the Scientific American (1892- 1915). 


Box 42 Bound copies of Electrical World (1891); On May 1892 edition featuring the full text of Tesla's 
London lecture; Illustrated Electrical Review editions (1890s); Scientific American (1900s); all containing 
articles or references to Tesla's works. 


Box 43 American Srbobran newspapers on Tesla (1911-1945); assorted other serials. 


Box 44 Photocopies of newspaper articles, feature magazine articles, concerning Tesla, his work, 
inventions, discoveries, and theories from 1890s-1910s 


Box 45 Contains Electrical Review editions from 1890s-1900s; assorted publications with stories on Tesla. 


Series VIII. Audio/Visual Materials 


Series eight contains the audio and visual materials within the collection, including photographic 
reproductions of Tesla and his work, VHS tapes containing Tesla features and interviews with Leland 
Anderson, Tesla correspondence from the LOC on microfilm, and cassette tapes with audio recording of 
lectures and speeches concerning Tesla and his work. 


Box 45 Box 45 also contains several larger photographs of Wardenclyffe tower, machinery, and turbines. 
There are also 2 images of the rock band Tesla. 


Box 46 Photographs of Tesla, machinery, turbines, Wardenclyffe, Tesla with friends and associates, Tesla 
scientific experiments, electromagnetic experiments Leland Anderson was involved with. The 
photographs concerning Tesla are primarily reproductions or copies. 


Box 47 VHS Tapes (1990s): National Tesla Productions, Inc., feature programs on Tesla and his works. 
Three Tapes contain a personal interview with Leland Anderson about his interest in Tesla and a history 
of Tesla's work. 


Box 48 Microfilm (1888-1940s): Tesla correspondence on microfilm from Library of Congress, Tesla 
Museum, and Columbia University Library. 


Box 49 Cassette Tapes: Scholars and scientists lectures, radio tributes to Tesla, 1990 lectures from Tesla 
Symposia. There are also a number of 35mm slides, containing images of Tesla materials and ephemera 
Leland Anderson photographed. 


Preface 


My introduction to Leland |. Anderson was not an easy process. | heard of Leland for years and 
owned several of his books, of which | held a particularly high regard and appreciation for. | started 
researching Nikola Tesla exactly 50 years after Leland. My own collection is known as the 
“Electrotherapy Museum”, a name originally derived from collecting bizarre and eccentric “quack medical 
devices”. In the mid-1990s the internet was something rather new and exciting, and my unusual hobby 
formed at the right place in the right time. | started to document a side of history that seemed to have 
vanished off the face of the Earth. In reality, it was more swept under the carpet — if it were nor for the 
fact that many of the devices were confiscated and burned in an effort to protect the public (rather than 
educating them). 


As companies suspected of selling fraudulent medical devices were seized and assets confiscated 
on a one-by-one basis, a lot of history fell through the cracks of this process, or perhaps better phrased 
“resurfaced from the cracks” decades or even a half-century later. This included a vast plethora of early 
Tesla Coils sold for medical use. In documenting this side of history, books and literature about the 
various machines were much more difficult to find than the actual apparatus, and that fueled my quest to 
develop the world’s largest archive of seemingly “underground” information. 


Being in the 1990s, however, it was a most interesting time period for my activities on many 
levels. Alternative medicine was becoming very popular, and within a few years the same devices that | 
was documenting from the past (being sold in the backs of magazines as cure-alls) were now being sold 
again under the same guise only via the internet, preying on the public’s fear and general distrust of the 
medical establishment, drug companies, etc. Typically, the machines were advertised with a wealth of 
conspiracy theories... and the fact that various institutions including the FDA and AMA were the ones 
originally confiscating and hiding the history just added the fuel to the fires making many of the 
endeavors of modern charlatans successful. 


This said though, as | acquired more apparatus (well over 500 machines throughout the years) | 
saw that many of the devices had plausibly legitimate medical use either for dermatology, electro- 


surgical use, diathermy, physical therapy or rehabilitation uses, or X-Rays. As with most history and 
controversial topics, the real truth is far from black and white, it’s all rather grey: and | set off to 
transform the grey areas of the past into the colorful stories where all sides receive their due justice. 


Not all of the branches of “electrotherapy” were relating to quackery, though many of the 
devices were marketed by charlatans and used by “irregular practitioners” (as they were referred to in 
the 1920s). Many of the same inventors who started off making medical apparatus ended up helping our 
government during the war effort and developing/pioneering wireless telegraphy, radio, and remote- 
control apparatus. Many of these same pioneers developed apparatus that one might argue had priority 
with the inventor Nikola Tesla. And this is where the history gets extremely interesting and convoluted at 
best: Tesla’s laboratories produced few commercial products on their own. 


Having a background as a machinist and metal worker, | started restoring and building 
reproductions of many of the machines and technologies | was experiencing, as | made every historic 
machine in my collection functional. It served for two purposes, to document a unique side of history 
and to also obtain the firsthand knowledge of how the apparatus originally functioned and relearning the 
processes used to create them — because nothing can be improved upon when not fully understood to 
begin with. 


This is where my hobby and story take a drastic turn into something serious. In 2004 | spoke at a 
conference in Baltimore and was quickly embraced by a man named William Terbo. Little did | know at 
the moment that this man was the last blood-relative of inventor Nikola Tesla. We struck a friendship 
that grew closer with each year and lasted until he died in 2018. | was even supposed to handle the 
family estate, however, unfortunate circumstances beyond my control did not allow that to happen - 
which resulted in probably the second largest archive of Tesla materials in the United States getting 
scrapped. | have no words to describe the feelings of that situation other than pure anger and disbelief. 


William was most interested in my work because | never tried to sell any of the apparatus as 
“quackery”. It was solely an effort to understand and decipher the physics behind an entire industry 
which was not well-understood, not well-documented, and even more so mis-represented with the few 
attempts that had been made over the years (typically by people with extremist views, or questionable 
credentials). 


My interest in Leland’s work grew exponentially over the years as | began replicating Tesla’s 
work, some of which went hand-in-hand with one of Leland’s books “Nikola Tesla: Lecture Before The 
New York Academy of Sciences, April 6, 1897”. To my surprise, none of my colleagues in the field, 
including William Terbo, would share with me Leland’s contact information. (This included Bill Wysock 
and Jim Hardesty, two of my mentors, shown in the opening photo with Leland; and Harry Goldman, a 
fellow Tesla historian and collaborator). Finally, one day Harry disclosed to me the secret why: Leland 
had become legally blind, with a vision worse than 20/2000. They all assumed that he was better off not 
knowing me - knowing the fact he was unable to see the scope of my work. 


In the years that followed, much to my surprise, it was Leland |. Anderson who reached out to me 
— something | never thought | would live to experience. Lee had left the Tesla scene, mainly in disgust of 
how Tesla was being portrayed by fanatics. Being a historian, there is nothing worse than people 
spreading false information. Unfortunately, with Tesla this started the year he died with his first 
biography “Prodigal Genius” by John Joseph O'Neill, and has grown ever-worse as more authors simply 
publish books paraphrasing the misinformation put out by the previous ones. The life of the one of the 


Photographs of apparatus in Jeff Behary’s “Electrotherapy Museum”. 


most historically significant visionaries and inventors has been reduced to little more than science fiction. 
| can understand why Leland left the scene...and this leads to how we (remotely) met. 


There was a large chainmail of emails that | was (grudgingly) added to regarding the transmission 
of electrical energy wirelessly. | did not want any part of these discussions. Typically, they were made up 
of non-engineers without electrical or scientific backgrounds attempting to do what many will claim as 
impossible. | don’t have — nor will pretend to have — the scientific and electrical engineering knowledge 
to even attempt to build a serious apparatus for wireless transmission of electrical energy through the 
natural media such as the earth or atmosphere. Of course, in my museum | often demonstrate wireless 
lighting but in a most inefficient manner for the thrill of letting visitors experience the idea... and also to 
understand the scope of the effectiveness based on the period apparatus | have functioning on display in 
contrast to the amount of electrical energy expended to do so. 


After several weeks of emails, | finally had enough and responded to the entire list of people 
asking why they should expect to realize the last vision of the one of the greatest electrical pioneers on 
Earth when a majority of them cannot even build an efficient table-top Tesla Coil and have little to no 
understanding of the original high frequency work Tesla did in his early laboratories. This was followed 
by a request to no longer receive emails from any of them. 


To my surprise, | was forwarded an email from a friend of Leland’s named Steve Hinkley. Leland 
had responded to the group that | was “the only one of them that had my head screwed on straight”, and 
that from this point forward | was the only person he would accept correspondences from. My initial 
response to Leland were the two very important words | wanted to convey to him all along: Thank you. 


The exact response and emails that followed are below: 


On Mar 10, 2012, at 5:12 PM, "Steve Hinkley” wrote: 


Dear Mr. Behary, 


| have been handling Lee Anderson’s email for him since his eyesight makes it difficult for him to do 
it on his own. | receive his email, print it, and pass it on to him. As you can see from the below, Lee was 
very touched by your kind words about him: 


I've never had a conversation with Leland but would like the opportunity to just say 
"Thank You" for all he's done. The wealth in his contributions to the Tesla 
community is priceless and without his work I think its a similar analogy to 
imagining Tesla's legacy without the efforts of Thomas Commerford Martin. 


Lee would like to write to you via snail mail, so can you send your mailing address? | will continue 
to act as the intermediary. 


Besides being Lee’s friend, | am an avid reader of his many papers. | have had the pleasure of 
being his proof reader for some of his last works. His biographical notes are the most enjoyable for me, 
while his technical papers are a challenge. | work with the text in one hand and a dictionary in the other. 


Every year Lee has said that ‘this is the final paper’ he will write, and yet something new always peaks his 
imagination. Let us hope he never stops writing. 


Steve Hinkley 


Steve, 


| was overwhelmed by the e-mail from Jeff Behary. Could you please send him an e-mail saying that | 
would very much like to write to him and ask him to send you his USPS address so that you can give it to 
me? 


Hugs, 


Lee 


In the months that followed, we continued to correspond on many topics. Leland was obviously 
bitter with many people in the Tesla community, but | honestly understand why sharing many of the 
same sentiments with regard to the lack of historical accuracy or basic science and engineering logic. 


This is also combined with a certain frustration considering so much effort to set the real stories 
straight was often ignored by authors and influencers looking for little more than their “fifteen minutes 
of fame”, to use the phrase by Andy Warhol. For most of the last 50 years Lee’s archive represents the 
largest collection of Tesla materials outside of the Nikola Tesla Museum in Belgrade, Serbia. My 
collection now surpasses Leland’s in size but as both collections contain unique materials not found 
elsewhere one can hardly compare the significance of one versus another. The materials are all 
historically priceless and go hand-in-hand in the quest for knowledge about Nikola Tesla. 


Leland asked me if | would be willing to donate functioning Tesla Coils to accompany his 
collection. | have reached out twice to Heinz during two separate visits and hope to make this possible, 
even though sadly Lee passed away in 2021. 


The subject of the letters transcribed in this book are between Nikola Tesla and various people of 
the Westinghouse Electric Company. So much misinformation and speculation has been published about 
both men, their business relationship and friendship, the true significance of Tesla and his early work on 
polyphase motors and generators, the exploitation of Tesla’s work with or without compensation, and 
the list goes on. 


As | read through these letters, many of which were nearly illegible or difficult to read at best — it 
was like peering through a small window of time between two great men, geniuses of their time. | don’t 
wish to comment or pass judgement on any of them as the window of time and scope of the letters is 
almost insignificant knowing the vast amount of work both individuals were doing at the time. They 
represent small windows of time in a vast realm of the true unknown. It is only with more historical 
documents and evidence that genuine and historically accurate conclusions can be made: 


This is Nikola Tesla and George Westinghouse as seen by a fly on the wall. 


(In Leland I. Anderson’s handwriting: Paper delivered at IEEE, Southeastern Con ’83, April 10-14, 1983) 


WESTINGHOUSE — A CENTENNIAL: 1886-1986 
CHARLES A. RUCH, CONSULTANT/HISTORIAN 
As we look forward to the centennial of the Westinghouse Electric Corporation, we come face to 


face with some clear realities. 


For openers, we doubt if the average person cares very much whether we are 100 years old or 
not. We hope, of course, that those close to the Company — our employees and stockholders, and 


possibly some customers — will feel a measure of pride that we have reached the century mark. 


True, there aren’t many companies that have made it this far, and fewer still have the same 
name as when they began. As the same time, we are realistic enough to suspect that relatively few of 
our employees or stockholders or customers are aware that our centennial is just over the horizon, in 


1986. 


A plausible reason for this is the fact that over the years Westinghouse has been rather reticent 
about its history. George Westinghouse himself was of that persuasion. He prided himself on keeping 
no personal records. Original letters signed by Westinghouse are more scarce than those signed by 


George Washington. 


George Westinghouse hated his picture taken. His most notable portrait was a time exposure 
taken secretly through the door of a nearby washroom as he sat looking over some drawings at his 
favorite desk in the drafting room. Fortunately this scheme — planned days in advance — worked to 
perfection. If you saw the original negative, there would be a man at the side of the desk, off to the 
right, and some files in the background. A skillful retoucher made them disappear, like a David 


Copperfield illusion. 


“Westinghouse At Work”, George Westinghouse Museum Collection, c.1864-2007, MSS 920 
Detre Library and Archives, Senator John Heinz History Center 


THIS AGREEMENT made this fifth day 
of April, 1887, between NIKOLA TESLA 
and CHARLES F. PECK 


WITNESSETH: 


W HER EAS the said TESLA claims to have invented certain improvements in dynamo electric machines 
by which the economy and efficiency of such machines can be greatly increased. And also to have 
invented a means or process with appropriate apparatus for obtaining the energy of electric currents 
from heat and also certain other electrical inventions. 


Now for the purpose of developing and perfecting such inventions and taking our patents 
therefor and introducing such inventions and patents and realizing the commercial value thereof, it is 
agreed between said parties as follows: 


The said TESLA shall give his time and best efforts to completing and perfecting the said invention 
and as fast as the same shall be in a condition to be patented patents for the same shall be taken out in 
the names of the said TESLA and PECK as assignee of TESLA. 


(2). Said PECK shall advance the money required for taking out the patents 


(3). Said PECK shall advance the money necessary to complete the said inventions and to 
construct the necessary apparatus to test the same inventions and patents the moneys advanced by the 
said PECK shall be returned to him before any profits shall be divided. 


Charles F. Peck 


Nikola Tesla 
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The Mather Electric Co., 
Manchester, Conn. 


March, 31°, 1888 
N. Tesler, Esq., 
Metropolitan Hotel, New York, N.Y. 
Dear Sir: -- 


| have constructed a little motor with eight poles to try the experiment of reducing its speed to 
one-half. With 16,000 alternations per minute it runs at about 4,000 revolutions, as | expected. Also, the 
alternating current generator, which we were fitting up here for the purpose of trying some experiments 
with your motors and which you remember came to grief by the armature striking the poles, | tried the 
other day as a motor, taking the currents from the same little dynamo which furnished the currents in 
experiments with your motors, and it ran nicely at one-third the speed of the generator. For the 
armature of the little motor, | made a cylinder of iron discs and placed upon it eight closed coils of wire. 
That is, it would be a four poled armature, and would, | am sure, although | have not tried the 
experiment, run at half the rate of the two poled armature in a four pole field. It seems to me that in the 
adaptation of your system to the general purposes of illumination and running motors and at any rate if 
you wanted to use converters on the system for any purpose, it would be important in order to reacha 
high efficiency in the converters to obtain very rapid alternations, as much as 15,000 or more per minute, 
and in that case this arrangement of the motor be run at a slower speed would be important. 


It seems to me that the form of motor that you call the synchronous motor would be best for all 
the general purposes of distribution, since it comes more nearly to what are called self-regulating motors 
of the continuous current type. The other motor for great rotary effort, etc. gives its great effect when 
running at a speed considerably below that of the generator, and, of course, its speed would vary greatly 
under different loads; while it is just the thing that is wanted for railroad work, the other of course, if far 
better for all cases where steady speed is wanted. 


Yours very truly, 
The Mather Electric Co. 


Wm. A. Anthony 


WM. A. ANTHONY, 
Electrician to 
The Mather Electric Co., 
Manchester, Ct. 
21/IV 88 


N. Tesla. 

My Dear Sir, 
Can you not prepare a paper on your motors for the Am. Institute of Elec. Engineers sometime about the 
middle of May? It would be the most interesting paper that has been presented for a long time. | shall 
try to be there and will take part in the discussions. 

Another matter. Several months ago | arranged to give a lecture before the Society of Arts in 
Boston on May 10°. | wrote Mr. Peck a few days ago to ask if | might describe briefly your system. The 
lecture is to be upon Alternating current transmission and deals with the theory of transformers and 
motors. Mr. Peck writes that after May 1% there will be no objections in a public lecture and | now want 
to ask another favor and that is the loan of one of your motors, the small size with the two armatures, 
one for synchronous rotation and one for rotary effort, and the fan you had fitted to them. Could you let 
me have these to exhibit in Boston May 10°. Yours, 


W A Anthony 


The Western Union Telegraph Company 


Received at the WESTERN UNION BUILDING, 196 Broadway, N. Y. May 5", 1888 


Dated: Manchester Connt. 
To: Mr. Tesla 
89 Liberty St. 
NY 


It will be in time to send the motor Monday 


W. A. Anthony 


. 


Arrernoon Session, May 16th, 1888. 


Tue Cuarrman :—At the opening of our morning session, I 
had to announce that through serious sickness, our President, Mr. 
Edward Weston, who was unanimously elected last night was 
unable to be present. Mr. Weston has, however, made considerable 
effort to be with us to-day and he comes here from a sick bed. 
I think im securing the services of Mr. Weston in the presidency 
the Institute has secured one whose international reputation will 
be of benefit to it through the coming year. The Institute, as 
you are well aware, is a society whose membership is not merely 
confined to New York, but extends throughout every state and 
territory of the union, and includes to-day almost ever country on 
the civilized globe. Mr. Weston’s reputation as an electrical 
engineer is coextensive with the membership of the Institute, and 
I am therefore very glad to salute him as my successor, and now 
tio introduce him to you. 

Mr. Weston took the chair, and addreseed the meeting as 
follows: 

Gentlemen and Members of the Institute: Iam not quite so 
sick as our former president, Mr. Martin, would lead you to be- 
lieve ; but since yesterday I have made a few trips between the 
equator and the north pole. I have been jumping as you will see 
between pretty wide extremes. To stop the too rapid motion I 
have taken considerable quinine and it leaves me in a somewhat 
befogged condition of mind. I am therefore not feeling well 
enough to address the Institute in the way that I should do in 
accepting the presidency. I fee] extremely honored by the kind- 
ness of your selection. I accept the office with grave doubts, be- 
cause I fear I cannot give as much time to it as our past worthy 
president has done, and show in the same time such remarkable 
growth of the Institute. I am informed that in the year of his 
presidency the actual membership of the Institute has about 
doubled itself, an indication of excellent work. The papers that 
I have read, from what I have seen of the proceedings, have been 
worthy of the society. The character of the papers shows a con- 
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stant upward tendency. I hope it will continue so. We have 
nothing to be ashamed of in the past, and I hope we shall find 
nothing to be ashamed of in the future. I had intended te speak 
in full of the present state and futlire progress of electricity. I 
am unble to do that today. I really cannot standit. Therefore 
I beg to apologize for disappointing you. I am not in fit condi- 
tion even to oeeupy the President’s chair, and as Mr. Martin has 
suggested that he would rather withdraw to-day, I would like Mr. 
Upton, if he would kindly do so, to accept the position this after- 
noon. (Applause.) = 

Mr. Francis R. Upton took the chair. 

Tue Cuamman:—The first paper this afternoon is on “A New 
System of Alternate Current Motors and Transformers” by Mr. 
Tesla. 

Mr. Gro. M. Pretprs, Jr.:—I would like about two minutes be- 
fore the paper is read. I do not rise to propose a vote of thanks to 
our retiring President, because I think votes of thanks, like the 
resolutions in political conventions, ‘pointing with pride, é&c.,” 
have become a custom more honored in the breach than in the 
observance. But Ido feel that a word ought to be said, and 
I do feel very confident that I express the general opinion in 
saying a word recognizing the zeal, the activity and the intelh- 
gence which has charactarized the administration of the office of 
President during the past year. The growth in membership, the 
character of the work accomplished, and, in general, all the ac- 
tivity of the Institute during the past year constitute 4 record to 
which 7 think we shall always look back with satisfaction, and 
with reasonable and just pride. 1t has been a matter of astonish- 
ment to me to observe the amount of time and the intelligent 
effort which so busy a man as our ex-President has found it pos- 
sible to give to the interests of this Institute. He has not spared 
himself in any particular; there is no work that he could do that 

“has been left undone, and our condition at the present time is 
a sufficient evidence of the truth of what I say, and’I have not 
the slightest doubt that all here present join in what I say, and 
feel that it is mo more than a meagre statement of the facts. 
{Applause.) 

Tae Crarmman:—lIs any formal motion to be made and entered 
in the minutes? 

Mr. Pxezps:— I think not, sir. AsI expressly stated, I would 
prefer, as far as I am concerned, to avoid a formal motion. But 
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the way inwhich those remarks were receivedsufticiently justified 
what I said that they expressed the general opinion of the 
members present. 

Mr. Marmzovx:—I would move that the remarks made by Mr. 
Phelps be heartily accepted and approved and endorsed by the 
society. Themotion was seconded by Mr. Wheeler. 

Cart. O. E. Micnaxtis:—I would merely like to add one word 
to the enconium pronounced on Mr. Phelps. I have been for- 
tunate enough to be associated with our past President in the 
Council during the past year and I can heartily endorse everything 
_ Mr. Phelps said; I would like, however to call the attention of 
the Institute to one fact to which they are indebted to our past 
President alone, and that is the valuable addition to our transac- 
tions in the shape of the bibliography that now appears with them 
regularly. That was Mr. Martin’s idea, and it has been carried 
out by him. You all must know how much time such a thing 
has taken, and he has done that entirely of his own motion and 
for the good of the Institute. (Applause.} 

Tue Cuarrman:—I understand the motion to be that the re- 
marks of Mr. Phelps be added in fullin our minutes and with 
the cordial approval of the members. All those approving will 
signify by rising. The resolution was unanimously carried. 

Mr. Nixota Tzsza :—I desire to express my thanks to Prof. 
Anthony for the help he has given me in this matter. I would 
also like to express my thanks to Mr. Pope and Mr. Martin for 
their aid. The notice was rather short, and I have‘not been able 
to treat the subject as extensively as I could have desired, my 
lialth not being in the best condition at present. I ask your 
kind indulgence, and I shall be very much gratified if the little 
I have done meets your approval. 

Mr. Tesla read the following paper. 


A NEW SYSTEM OF ALTERNATE CURRENT 
MOTORS AND TRANSFORMERS. 


BY NIKOLA TESLA. 

In the presence of the existing diversity of opinion regarding 
the relative merits of the alternate and continuous current systems 
great importance is attached to the question whether alternate 
currents can be successfully utilized in the operation of motors. 
The transformers with their numerous advantages, have afforded 
us a relatively perfect system of distribution; and although, as in 
all branches of the art, many improvements are desirable, compar- 
atively little remains to be done in this direction. The trans 
mission of power on the contrary, has been almost entirely con- 
fined to the use of continuous currents, and notwithstanding that 
many efforts have been made to atilize alternate currents for this 
purpose, they have, up to the present, at least as far as known, 
failed to give the result desired. Of the various motors adapted 
to be used on alternate current circuits the following have been 
mentioned: 1. A series motor with subdivided field. 2. An 
alternate current generator having its field excited by continuous 
currents. 38. Elihu Thomson’s motor. 4.A combined alternate 
and continuous current motor. Two more motors of this kind 
have suggested themselves to me. 1. A motor with one of its 
cireuits in series with a transformer and the other in the second- 
ary of the transformer. 2. A motor having its armature circuit 
connected to the generator and the field coils closed upon them- 
selves. These, however,I mention only incidentally. 

The subject which I now have the pleasure of bringing to 
your notice is a novel system of electric distribution, and trans- 
mission of power by means of alternate currents, affording peen- 
culiar advantages, particularly in the way of motors, which I am 
confident will. at once establish the superior adaptability of these 
currents to the transmission of power and will show that many 
results heretofore unattainable can be reached by their use; 
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results which are very much desired in the practical operation of 
such systems and which*cannot be accomplished by means of 
continuous currents. 

Before going into a detailed description of this system, I think 
it necessary to make a few remarks with reference to certain con- 
ditions existing in continuous current generators and motors, 
which, although generally known, are frequently disregarded. 

Tn our dynamo machines, it is well known, we generate alter- 
nate currents which we direct by means of a commutator, a com- 
plicated device and, it may be justly said, the source of most of 
the troubles experienced in the operation of the machines. Now, 
the currents so directed cannot be utilized in the motor, but 
they must—again by means of a similar unreliable device— 
be reconverted into their original state of alternate currents, 
The function of the commutator is entirely external, and in no 
way does it affect the internal working of the machines. 
In reality, therefore, all machines are alternate current machines, 
the currents appearing as continuous only in the external circuit 
during their transit from generator to motor. In view simply of 
this fact, alternate currents would commend themselves as a more 
direct application of electrical energy, and the employment of 
continuous currents would only be justified if we had dynamos 
which would primarily generate, and motors which would be 
directly actuated by such currents. 

But the operation of the commutator on a motor is two-fold; 
firstly, it reverses the currents through the motor, and secondly, 
it effects automatically, a progressive shifting of the poles of one 
of its magnetic constituents. Assuming, therefore, that both of 
the useless operations in the system, that is to say, the directing 
of the alternate currents on the generator and reversing the direct 
currents on the motor, be eliminated, it would still be necesssary 
in order to cause a rotation of the motor, to produce a progressive 
shifting of the poles of one of its elements, and the question pre- 
sented itself.—How to perform this operation bv the direct action 
of alternate currents? I will now proceed to show how this re- 
sult was accomplished. 

In the first experiment a drum-armature was provided with 
two coils at right angles to each other, and the ends of these coils 
were connected to two pairs of insulated contact-rings as usual. 
A ring was then made of thin insulated plates of sheet-iron and 
wound with four coils, each two opposite coils being connected 
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together so as to produce free poles on diametrically opposite 
sides of the ring. The remaining free énds of the coils were then 
connected to the contact-rings of the generator armature so as 
to form two independent circuits, as indicated in figure 9. It 


N ’ 


Fig. fa, 


may now be seen what results were secured in this combination, 
and with this view I would refer to the diagrams, figures 1 to 8a. 
The field of the generator being independently excited, the rota- 
tion of the armature sets up currents in the coils oc, varying in 
strength and direction in the well-known manner. In the posi- 
tion shown in figure 1, the current in coil o is nil while: coil ©, is 
traversed by its maximum current, and the connections may be 
such that the ring is magnetized by the coils o, 0, as indicated by 
the letters ns in figure 1a, the magnetizing effect of the coils 
ce being nil, since these coils are included in the circuit of 
coil o. 

In figure 2, the armature coils are shown in a more advanced 
position, one-eighth of one revolution being completed. Figure 


2a illustrates the corresponding magnetic condition of the ring. 
At this moment the coil o, generates a current of the same di- 
rection as previously, but weaker, producing the poles 7, 8, upon 
the ring; the coil o also generates a current of the same direc- 
tion, and the connections may be such that the coils ¢ ¢ produce 
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the poles 7 s, as shown in figure 2a. The resulting polarity is 
indicated by the letters xs, and it will be observed that the 
poles of the ring have been shifted one-eighth of the periphery 
of the same. 


In figure 3 the armature has completed one-quarter of one rev- 


olution. In this phase the current in coil c is maximum, and of 
such direction as to produce the poles ny sin figure 3a, whereas 
the current in coil 0, is nil, this coil being at its neutral position. 
The poles n s in figure 3a are thus shifted one quarter of the 
circumference of the ring. 

Figure 4 shows the coils c c in a still more advanced position, 
the armature having completed three-eighths of one revolution. 
At that moment the coil o still generates a current of the same 
direction as before, but of less strength, producing the compar- 
atively weaker poles ” in figure 4a. The current in the coil o, 
is of the same strength, but opposite direction. Its effect is 
therefore, to produce upon the ring the poles m, s, as indicated 


San? 
(¢ % n 
se 


Fig. 4. Fig. 4a, 


and a polarity, x s, results, the poles now being shifted three- 
eighths of the periphery of the ring. 

In figure 5 one-half of one revolution of the armature is com- 
pleted, and the resulting magnetic condition of the ring is indica- 
ted in figure 5a. Now the current in coil c is nil, while the coil 
©, yields its maximum current, which is of the same direction as 
previously ; the magnetizing effect is, therefore, due to the coils, 
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¢, ¢, alone, and, referring to figure 5a, it will be observed that 
the poles n s are shifted one half of the cireumference of thering. 
During the next half revolution the operations are repeated, as 
represented in the figures 6 to 8a. 

A reference to the diagrams will make it clear that during one 
revolution of the armature the poles of the ring are shifted once 
around its periphery, and each revolution producing like effects, 
a rapid whirling of the poles in harmony with the rotation of the 
armature is the result. Ifthe connections of either one of the 
circuits in the ring are reversed, the shifting of the poles is made 
to progress in the opposite direction, but the operation is identi- 


N 
Fig. 6a. 


cally the same. Instead of using four wires, with like result, 
three wires may be used, one forming a common return for both 
circuits. 

This rotation or whirling of the poles manifests itself in a series 
of curious phenomena. Ifa delicately pivoted disc of steel or 
other magnetic metal is approached to the ring it is set in rapid 
rotation, the direction of rotation varying with the position of 
the disc. For instance, noting the direction outside of the ring 
it will be found that inside the ring it turns in an opposite direc- 
tion, while it is unaffected if placed in a position synimetrical to 
the ring. This is easily explained. Each time that a pole ap- 
proaches, it induces an opposite pole in the nearest point on the 
disc, and an attraction is produced upon that point; owing to this, 
as the pole is shifted further away from the disc a tangential pull 
is exerted upon the same, and the action being constantly repeat- 
ed, a more or less rapid rotation of the disc is the result. As the 
pull is exerted mainly upon that part which is nearest to the 
ring, the rotation outside and inside, or right and left, respectively, 
is in opposite directions, figure 9. When placed symmetrically 
to the ring, the pull on the opposite sides of the disc being equal 
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no rotation results. The action is based on the magnetic inertia 
of the iron ; for this reason a dise of hard steel is much more af- 
fected than a disc of soft iron, the latter being capable of very 
rapid variations of magnetism. Such a disc has proved to be a 


very useful instrument in all these investigations, as it has en- 
abled me to detect any irregularity in the action. A curious ef- 
fect is also produced upon iron filings. By placing some upon a 
paper and holding them externally quite closeto the ring they are 
set in a vibrating motion, remaining in the same place, although 
the paper may be moved back and forth ; but in lifting the paper 
to a certain height which seems to be dependent on the intensity 
of the poles and the speed of rotation, they are thrown away in 
a direction always opposite to the supposed movement of the 
poles. Ifa paper with filings is put flat upon the ring and the 
current turned on suddenly, the existence of a magnetic whirl 
may easily be observed. 

To demonstrate the complete analogy between the ring and a 
revolving magnet, a strongly energized electro-magnet was rota- 
ted by mechanical power, and phenomena identical in every par- 
ticular to these mentioned above were observed. 

Obviously, the rotation of the poles produces corresponding 
inductive effects and may be utilized to generate currents in a 


closed conductor placed within the influence of the poles. For 
this purpose it is convenient to wind a ring with two sets of 
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superimposed coils forming respectively the primary and second- 
ary circuits, as shown in figure 10. In order tosecure the most 
economical results the magnetic circuit should be completely 
closed, and with this object in view the construction may be 
modified at will 

The inductive effect exerted upon the secondary coils will be 


mainly due to the shifting or movement of the magnetic action ; 
but there may also be currents set up in the circuits in, consequence 
of the variations in the intensity of the poles. However, by 
properly designing the generator and determining the magneti- 
zing effect of the primary coils, the latter element may be made 


to disappear. The intensity of the poles -being maintained con- 
stant, the action of the apparatus will be perfect, and the same 
result will be secured as though the shifting were effected by 
means of a commutator with an infinite number of bars. In such 
case the theoretical relation between the energizing effect of each 
set of primary coils and their resultant magnetizing effect may 
be expressed by the equation of a circle having its centre coin- 
ciding with that of an orthogonal system of axes, and in which 
the radius represents the resultant and the co-ordinates both 
of its components. These are then respectively the sine and 
cosine of the angle « between the radius and one of the axes 
(O X). Referring to figure 11, we have » = x, + y.; where 
xXx=rcosaandy—vrsina, 

Assuming the magnetizing effect of each set of coils in the 
transformer to be proportional to the current—which may be ad- 
mitted for weak degrees of magnetization—then x — He and y= 
Ke, where # is a constant and ¢ and c' the current in both sets 
of coils respectively. Supposing, further, the field of the gen- 
erator to be uniform, we have for constant speed c'— X' sin a 
andc— A'sin (90° + a)— X'cos a, where X' isa constant. 
See figure 12. 
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Therefore, x—Ke=—K K' cosa; 

y= Kec=K K' sin «, and 
KK'—r. 

That is, for a uniform field the disposition of the two coils at 
right angles will secure the theoretical result, and the intensity 
of the shifting poles will be constant. But from 7? — x? + y¥? it 
follows that for y = 0, r — x; it follows that the joint magnet- 
izing effect of both sets of coils should be equal to the effect of 
one set when at its maximum action. In transformers and in a 
certain class of motors the fluctuation of the poles is not of great 
importance, but in another class of these motors it is desirable to 
obtain the theoretical result. 

In applying this principle to the construction of motors, two 
typical forms of motor have been developed. First, a form hav- 
ing a comparatively small rotary effort at the start but maintaining 
8 perfectly uniform speed at all loads, which motor has been 
termed synchronous. Second, a form possessing a great rotary 
effort at the start, the speed being dependent on the lvad. 

These motors may be operated in three different ways: 1. By 
the alternate currents of the source only. 2. By a combined ac- 


tion of these and of induced currents. 3. By the joint action of 
alternate and continuous currents. 

The simplest form of a synchronous motor is obtained by wind- 
ing a laminated ring provided with pole projections with four 


oe 
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coils, and connecting the same in the manner before indicated. 
An iron disc having a segment cut away on each side may be used 
as an armature. Such a motor is shown in figure 9. The dise 
being arranged to rotate freely within the ring in close proximity 
to the projections, it is evident that as the poles are shifted it 
will, owing to its tendency to place itself in such a position as to 
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embrace the greatest number of the lines of force, closely follow 
the movement of the poles, and its motion will be synchronous 
with that of the armature of the generator; that is, in the peculiar 
disposition shown in figure 9, in which the armature produces by 
one revolution two current repulses in each of the circuits. It 
is evident that if, by one revolution of the armature, a greater 


number of impulses is produced, the speed of the motor will be 


correspondingly increased. Considering that the attraction ex- 
erted upon the disc is greatest when the same is in close proximity 
to the poles, it follows that such a motor will maintain exactly 
the same speed at all loads within the limits of its capacity. 

To facilitate the starting, the dise may be provided with a coil 
closed upon itself. The advantage secured by such a coil is evi- 
dent. On the start the currents set up in the coil strongly ener- 
gize the disc and increase the attraction exerted upon the same by 
the ring, and currents being generated in the coil as long as the 
speed of the armature is inferior to that of the poles, consider- 
able work may be performed by such a motor even if the speed 
be below normal. The intensity of the poles being constant, no 
currents will be generated in the coil when the motor is turning 
at its normal speed. 

Instead of closing the coil upon itself, its ends may be connected 
to two insulated sliding rings, and a continuous current supplied 
to these from a suitable generator. The proper way to start such 
a motor is to close the coil upon itself until the normal speed is 
reached, or nearly so, and then turn on the continuous cur- 
rent. Ifthe dise be very strongly energized by a continuous 
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current the motor may not be able to start, but if it be weakly 
energized, or generally so that the magnetizing effect of the ring 
is preponderating it will start and reach the normalspeed. Such 
a motor will maintain absolutely the same speed at all loads. It 
has also been found that if the motive power of the generator is 
not excessive, by checking the motor the speed of the generator is 
diminished in synchronism with that of the motor. It is charac- 
teristic of this form of motor that it cannot be reversed by revers- 
ing the continuous current through the coil. 

The synchronism of these motors may be demonstrated exper- 
imentally in a variety of ways. For this purpose it is best to 
employ a motor consisting of a stationary field magnet and an 
armature arranged to rotate within the same, as indicated in 
figure 13. In this case the shifting of the poles of the armature 
produces a rotation of the latter in the opposite direction. It 
results therefrom that when the normal speed is reached, the 
poles of the armature assume fixed positions relatively to the 
field magnet and the same is magnetized by induction, exhibiting 
a distinct pole on each of the pole-pieces. Ifa piece of soft iron 
is approached to the field magnet it will at the start be attracted 
with a rapid vibrating motion produced by the reversals of polar- 
ity of the magnet, but as the speed of the armature increases the 
vibrations become less and less frequent and finally entirely cease. 
Then the iron is weakly but permanently attracted, showing that 


Fig. 11. 


the synchronism is reached and the field magnet energized 
by induction. 

The disc may also be used for the experiment. If held quite 
close to the armature it will turn as long as the speed of rotation 
of the poles exceeds that of the armature; but when the normal 
speed is reached or very nearly so, it ceases to rotate and is perma- 
nently attracted. 
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A crude but illustrative experiment is made with an incandes- 
cent lamp. Placing the lamp in circuit with the continuous cur- 
rent generator and in series with the magnet coil, rapid fluctuations 
are observed in the light in consequence of the induced currents 
set up in the coilat thestart; the speed increasing, the fluctuations 
occur at longer intervals, until they entirely disappear, showing 


Fig. 13. 


that the motor has attained its normal speed. 

A telephone receiver affords a most sensitive instrument; when 
connected to any circuit in the motor the synchronism may be 
easily detected on the disappearance of the induced currents. 

In motors of the synchronous type it is desirable to maintain 
the quantity of the shifting magnetism constant, especially if the 
magnets are not properly subdivided. 

To obtain a rotary effort in these motors was the subject of 
long thought. In order to secure this result it was necessary to 
make such a disposition that while the poles of one element of 
the motor are shifted by the alternate currents of the source, the 
poles produced upon the other elements should always be main- 
tained in the proper relation to the former, irrespective of the 
speed of the motor. Such a condition exists in a continuous 
current motor; but in a synchronous motor, such as described, this 
condition is fulfilled only when the speed is normal. 

The object has been attained by placing within the ring a prop- 
erly subdivided cylindrical iron core wound with several indepen- 
dent coils closed upon themselves. Two coils at right angles as 
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in figure 14, are sufficient, but a greater number may be advan- 
tageously employed. It results from this disposition that when 
the poles of the ring are shifted, currents are generated in the 
closed armature coils. These currents are the most intense at or 
near the points of the greatest density of the lines of force, and 
their effect is to produce poles upon the ai mature at right angles 
to those of the ring, at least theoretically so; and since this action 
is entirely independent of the speed—that is, as far as the location 
of the poles is concerned—-a continuous pull is exerted upon the 
periphery of the armature. In many respects these motors are 
similar to the continuous current motors. If load is put on, the 
speed, and also the resistance of the motor, is diminished and 
more current is made to pass through the energizing coils, thus 
increasing the effort. Upon the load being taken off, the 
counter-electromotive force increases and less current passes 
through the primary or energizing coils. Without any load the 
speed is very nearly equal to that of the shifting poles of the 
field magnet. 

It will be found that the rotary effort in these motors fully 
equals that of the continuous current motors. The effort seems 
to be greatest when both armature and field magnet are without 
any projections ; but as in such dispositions the field cannot be 
concentrated, probably the best results will be obtained by leav- 
ing pole projections on one of the elements only. Generally, it 


may be stated that the projections diminish the torque and pro- 
duce a tendency to synchronism. 

A characteristic feature of motors of this kind is their capacity 
of being very rapidly reversed. This follows from the peculiar 
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action of the motor. Suppose the armature to be rotating and 
the direction of rotation of the poles to be reversed. The appa- 
ratus then represents a dynamo machine, the power to drive this 
machine being the momentum stored up in the armature and its 
speed being the sum of the speeds of the armature and the poles. 

If we now consider that the power to drive such a dynamo 
would be very nearly proportional to the third power of the 
speed, for that reason alone the armature should be quickly re- 
versed. But simultaneously with the reversal another element is 
brought into action, namely, as the movement of the poles with 
respect to the armature is reversed, the motor acts like a trans- 
former in which the resistance of the secondary circuit would 
be abnormally diminished by producing in this cireuit an ad- 
ditional electro-motive force. Owing to these causes the reversal 
is instantaneous. 

If it is desirable to secure a constant speed,and at the same 
time a certain effort at the start, this result may be easily attained 
in a variety of ways. For instance, two armatures, one for torque 
and the other for synchronism, may be fastened on the same shaft 
and any desired preponderance may be given to either one, or an 
armature may be wound for rotary effort, but a more or less 
pronounced tendency to synchronism may be given to it by 
properly constructing the iron core; and in many other ways. 

As a means of obtaining the required phase of the currents in 
both the circuits, the disposition of the two coils at right angles 
is the simplest, securing the most uniform action ; but the phase 
may be obtained in many other ways, varying with the machine 
employed. Any of the dynamos at present in use may be easily 
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Fig. 15, Fig. 16, Fig. 17, 


adapted for this purpose by making connections to proper points 
of the generating coils. In closed circuit armatures, such as used 
in the continuous current systems, it is best to make four deriva- 
tions from equi-distant points or bars of the commutator, and to 
connect the same to four insulated sliding rings on the shaft. In 
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this case each of the motor circuits is connected to two diametri- 
cally opposite bars of the commutator. In such a disposition the 
motor may also be operated at half the potential and on the three- 
wire plan, by connecting the motor circuits in the proper order to 
three of the contact rings. 

In multipolar dynamo machines, such as used in the converter 
systema, the phase is conveniently obtained by winding upon the 
armature two series of coils in such a manner that while the coils 
of one set or series are at their maximum production of current, 
the coils of the other will be at their neutral position, or nearly so, 
whereby both sets of coils may be subjected simultaneously or 
successively to the inducing action of the field magnets. 

Generally the circuits in the motor will be similarly disposed, 
and various arrangements may be made to fulfill the requirements ; 
but the simplest and most practicable is to arrange primary cir- 
cuits on stationary parts of the motor, thereby obviating, at least 
in certain forms, the employment of sliding contacts, In such a 
case the magnet coils are connected alternately in both the cirenits ; 
that is, 1, 3, 5........in one, and 2, 4, 6 in the other, and the 
coils of each set of series may be connected all in the same 
manner, or alternately in opposition; in the latter case a motor 
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with half the number of poles will result, and its action will be 
correspondingly modified. The figures 15, 16, and 17, show 
three different phases, the magnet coils in each cirenit being con- 
nected alternately in opposition. In this case there will be always 
four poles, as in figures 15 and 17, four pole projections will be 
neutral, and in figure 16 two adjacent pole projections will have 
the same polarity. If the coils are connected in the same manner 
there will be eight alternating poles, as indicated by the letters 
n’ 3’ in figure 15. . 

The employment of multipolar motors securesin this system an 
advantage much desired and unattainable in the continuous cur- 
rent system, and that is, that a motor may be made to run exactly 
at a predetermined speed irrespective of imperfections in con- 
atruction, of the load, and, within certain limits, of electromotive 
force and current strength. 
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In a general distribution system of this kind the following plan 
should be adopted. At the central station of supply a generator 
should be provided having a considerable number of poles. The 
motors operated from this generator should be of the synchronous 
type, but possessing sufficient rotary effort to insure their starting. 
With the observance of proper rules of construction it may be 
admitted that the speed of each motor will be in some inverse 
proportion to its size, and the number of poles should be chosen 
accordingly, Still exceptional demands may modify this rule. 
In view of this, it will be advantageous to provide each motor 
with a greater number of pole projections or coils, the number 
being preferably a multiple of two and three. By this means, by 
simply changing the connections of the coils, the motor may be 
adapted to any probable demands. 

If the number of the poles in the motor is even, the action will 
be harmonious and the proper result will be obtained; if this 
is not the case, the best plan to be followed is to make a 
motor with a double number of poles and connect the same in 
the manner before indicated, so that half the number of poles re- 
sult. Suppose, for instance, that the generator has twelve poles, 
and it would be desired to obtain a speed equal to ? of the speed 
of the generator. This would require a motor with seven pole 
projections or magnets, and such a motor could not be properly 
connected in the circuits unless fourteen armature coils would be 
provided, which would necessitate the employment of sliding 
contacts. To avoid this, the motor should be provided with four- 
teen magnets and seven connected in each circuit, the magnets 
in each cirenit alternating among themselves. The armature 
should have fourteen closed coils. The action of the motor will 
not be quite as perfect as in the case of an even number of poles, 
but the drawback will not be of a serious nature. 

However, the disadvantages resulting from this unsymmetrical 
form will be reduced in the same proportion as the number of 
the poles is augmented. 

If the.generator has, say, x, and the motor %, poles, the speed 
of the motor will be equal to that of the generator multiplied by 


1 

The speed of the motor will generally be dependent on the 
number of the poles, but there may be exceptions to this rule. 
The speed may be modified by the phase of the currente in the 
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circuits or by the character of the current impulses or by inter- 
vals between each or between groups of impulses. Some of the 
possible cases are indicated in the diagrams, figures 15, 19, 20 and 
21, which are self-explanatory. Figure 18 represents the condi- 
tion generally existing, and which secures the best result. In 
such a case, if the typical form of motor illustrated in figure 9 
is employed, one complete wave in each circuit will produce one 
revolution of the motor. In figure 19 the same result will be 
effected by one wave in each circuit, the impulses being succes- 
sive; in figure 20 by four, and in figure 21 by eight waves. 

By such means any desired speed may be attained; that is, at 
least within the limits of practical demands. This system pos 
seases this advantage besides others, resulting from simplicity. 
At full loads the motors show an efficiency fully equal to that of 
the continuous current motors. The transformers present an 
additional advantage in their capability of operating motors. 
They are capable of similar modifications in construction, and will 
facilitate the introduction of motors and their adaptation to prae- 
tical demands. Their efficiency should be higher than that of 
the present transformers, and I base my assertion on the fol- 

‘lowing :-— 

In a transformer as constructed at present we produce the 
currents in the secondary cireuit by varying the strength of the 
primary or exciting currents. If we admit proportionality with 
respect to the iron core the inductive effect exerted upon the 
secondary coil will be proportional to the numerical sum of the 
variations in the strength of the exciting current per unit of time; 
whence it follows that for a given variation any prolongation of 
the primary current will result in a proportional loss, In order 
to obtain rapid variations in the strength of the current, essential 
to efficient induction, a great number of undulations are employ- 
ed, from this practice various disadvantages result. These are 
increased cost and diminished efficiency of the generator, more 
waste of energy in heating the cores, and also diminished output 
of the transformer, since the core is not properly utilized, the 
reversals being too rapid. The inductive effect is also very small 
in certain phases, as will be apparent from a graphic representa- 
tion, and there may be periods of inaction, if there are intervals 
between the succeeding current impulses or waves. In producing 
a shifting of the poles in a transformer, and thereby inducing 
currents, the induction is of the ideal character, being always 


82 ALTERNATE CURRENT MOTORS AND TRANSFORMERS, 


maintained at its maximum action. It is also reasonable to as- 
sume that by a shifting of the poles less energy will be wasted 
than by reversals. 


DISCUSSION. 


Mr. T. C. Marrm :—Prof. Anthony I believe, is here, and as 
he has given this subject some attention I think he might very 
properly supplement Mr. Tesla’s paper with some remarks. 

Mr. Tess :—I want to express once more my best thanks to 
Prof. Anthony for aiding me in many respects, and I hope he will 
be able to enlighten you upon many of the features in this system 
that I was unable to explain at present. 

Pror. W. A. Antuony:—Mr. President and Gentlemen: I 
have been referred to as having had something to do with these 
forms of motor. I am very glad to be able to add my testimony 
to what Mr. Tesla has already given you in regard to their ac- 
tion, and I confess that on first seeing the motors the action 
seemed to me an exceedingly remarkable one. After my first 
visit to Mr. Tesla’s works some of the motors, I think these very 
two that you see here on the table, were brought to me to make 
some tests of their efficiency, and probably you will be more in- 
terested in that than anything else that I might say. I am sorry 
to have not brought with me the exact figures we obtained, but 
I can give you from memory something of the result. Thislittle 
motor that you see here gave us about half a horse power, and 
had an efficiency of something above fifty per cent., which I con- 
sidered avery fair efficiency for a motor of this size, as we can- 
not expect with such small motors to get as high efficiency as we 
can with larger ones. This I believe is the armature that Mr. 
Tesla calls the armature for high rotary effort. This little pulley 
which is only about three inches in diameter gave a pull of some- 
thing like fifty pounds, as I remember it, on turning on the 
current, so that you see the rotary effort is very considerable 
and that is also shown in the quickness with which the armature 
will reverse its motion on reversing the relation of the.two cur- 
rents which pass through the two opposite coils. That could be 
done by shifting two of the wires or simply shifting a reversing 
key in one of the circuits, andthe armature would stop and re- 
verse its motion so quickly that it was almost impossible to 
tell when the change took place. That shows, as I have said, the 
very considerable rotary effort that the armature presents. 
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This motor (referring to the second specimen) gave us, I think, 
about one and one-quarter horse power and showed a somewhat 
higher efficiency than the other, a little over sixty per cent. This 
would run, with the armature as here constructed, almost at the 
speed of the generator even under a very heavy load. When the 
load was brought up to the maximum load, where the efficiency 
began to fall off somewhat, the speed of rotation was reduced. As 
I remember now, it was reduced to about twenty-eight hundred, 
and the speed, you see, kept up very nearly to that of the gen- 
erator under heavy load. 

I can add very little to what Mr. Tesla has already given you 
in regard to these motors. I have no question but thatall of you 
would be as much interested as I was in seeingthem work. That 
is really the best way in which to deter mine what the motors will 
do. (Applause.) 

Mz. Tzsia :—Mr. President and Gentlemen: Prof. Anthony 
just made the remark that the speed of this motor fell off when 

“the load was increased. That was due to the fact that this arma- 
ture was designed to secure a considerable effort from the start. 
But if we make an armature which is only designed for syn- 
chronism, the speed will always be the same no matter what the 
load ; only there is a disadvantage that at the outset the rotary 
effort is so small that it is apt not to start. It would gen- 
erally start if put in a proper position, but if not put in a 
proper positionit might notstart. Ifwe employ an armature con- 
sisting of a cutaway block of steel with a coil, it will maintain 
speed at all loads. The importance of maintaining the intensity 
of the pole constant is that, if this can be produced, we can 
utilize, instead of the subdivided armature, an ordinary steel 
block with the same result. It is only desired to close the mag- 
netic field. You can readily see, if the poles are fixed, that it is 
not necessary to sub-divide the armature, if the intensity of the 
force is constantly maintained the same. But, if the intensity is 
not maintained the same, then it is necessary to subdivide, and 
generally in the results that I have obtained I have found that it 

, is necessary to subdivide. I attribute the good results obtained 
by the tests of Professor Anthony to the fact that the dynamo 
used by him has a powerful field and a small armature, and the 
field is very concentrated, and for that reason, probably, the re- 
sult is nearer the theoretical. 

Pror. THomson :—I have certainly been very much interested 
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in the description given by Mr. Tesla of his new and admirable 
little motor. I have, as probably you may be aware, worked in 
somewhat similar directions and towards the attainment of 
similar ends. The trials which I have made have been by the 
use of a single alternating current circuit, not a double alternat- 
ing circuit; a single circuit supplying a motor constructed to 
utilize the alternation and produce rotation. I have carried on 
since the last annual meeting of the Institute the development 
and perfecting, as far as my time allowed, of a closed circuit 
. armature, if we may so term it, related to the alternating field. 
That is the plan which I used and which I brought to the notice 
of the Institute last year; it was to make a laminated field and 
in that field to place an armature, also laminated, winding upon 
the armature a coil, which periodically is close-circuited during 
the revolution by a suitable commutator or circuit-closing device. 
I have made several such motors on different designs and they 
uniformly start from a state of rest and develop power, and some 
of them show, at speeds close to the rate of alternations of the 
dynamo, a tendency to synchronize. Their rotary effort in most 
cases is a little greater, nearer that point than at other points. I 
hope before a long while to bring most of these results before 
the notice of the Institute, and I would therefore prefer delaying 
farther remarks on motors of this description. I certainly think 
there is a field for alternating motors, and there is undoubtedly 
an opportunity for obtaining motors which possess even some 
advantages over the continuous current motors. (A pplause.) 
Mr. Tzsita:—Gentlemen, I wish to say that the testimony of 
such a man as Prof. Thomson, as being foremost in his profes- 
sion, flatters me very much. I might say that I have worked in 
the same line with Prof. Thomson at a period when the inven- 
tion of Prof. Thomson was not known to me. I had a motor 
identically the same as that of Prof. Thomson, but I was antici- 
pated by him. I believe that although that particular form of 
motor has the disadvantage that a pair of brushes must be em- 
ployed to short-circuit the armature coil, that such a form of 
motor may be made practicable, for the simple reason that a 
motor resembles a transformer, and such a transformer, we well 
know, can be brought to a very high efficiency. On the other 
hand, the armature may be provided with conductors that are of 
comparatively low resistance, and it is a mere matter of making 
a perfect arrangement for short circuiting. You will see the 


DISCUSSION. 33 


advantage of this disposition of the closed cireuit coil—that this 
action is maintained always at the maximum, and it is indeed 
more perfect than if the polurities were shifted by means of a 
commutator. 

Tse Catrman :—Unless there are some other remarks on this 
subject we shall have to pass to the consideration of the next 
paper. I think thanks are due to Mr. Tesla for his paper. The 
next paper in order is “ Underground Electrical Systems in 
Europe and America,” by Prof. G. W. Plympton, of the 
Brooklyn Subway Board. 


The Gerlach 
55 West Twenty seventh St. 
Dec. 1/88 
Dear Mr Tesla 


1am much obliged for your kind letter and write more particularly to inform you of the 
condition of my health. As you may already know | have come into the city with all my family and we are 
all at the above address where we expect to remain for a few weeks. 


Mr. Brown lives quite near and | see him frequently. Soon after coming to the city | took a severe 
cold and have not been able to leave my room since, but the Dr. assures me that | have recovered from 
the effects of it and that with care | will be able to be out again next week. 


| hardly think that the Westinghouse people will choose their option before Jan. 5. We must be 
careful not to give any excuse for delay beyond that time — would it not be better to avoid introducing 
and new thing to their attention? 


Every new device will lead to better experiment and we will soon be running into the 6" month 
used up in this way. Of course, they could use up six years in the same way if we would allow it. 


Don’t understand me to be finding any fault with you — for |am not. You have done splendidly 
and | fully appreciate all your zeal, industry and genius. 


Your motto of “Excelsior” is a good one, but | merely suggest that just now it would be well to 
close up the present deal & that in order to do this must close out the present experiments and not 
institute any new ones. 


All of the family unite with me in best wishes for your good health, prosperity & welfare. 


C. F. Peck 


The Westinghouse Electric Company 


Pittsburgh, Pa., U.S.A. 


December 13, 1888 


Mr. Nicola Tesla, 


Pittsburg, Pa. 


Dear Sir: 
In accordance with conversation, last night, this Company has decided, to accept the option to purchase 
your interest in the Tesla Electric Light & Manufacturing Co., and in your contracts with that Company, 
upon payment of $950.00, cash, today, being the balance of the first payment of $1000.00 - $50.00 
having already been paid you, - and the balance, $4000.00, to be paid in cash, Feb. 1, 1889, together 
with two hundred shares of the capital stock of The Westinghouse Electric Company. 

Yours truly, 


The Westinghouse Electric Company, 


H. M. Byllesby 


Vice president & General Manager 


WM. A. ANTHONY 


ELECTRICIAN TO 
THE MATHER ELECTRIC CO., 
MANCHESTER, CT. 


Jan 16 ‘89 
N. Tesla 
My dear Sir 

| have to thank you for your very full reply to my letter. | have taken steps to have the field 
reduced by increasing the number of sections to 44 in place of 40. | have also arranged to take off the 
boiler iron heads and fill up wth sheet iron held by heads like this. 
| tried cast iron at first and found it to heat a great deal more than the boiler iron. | noted a naked core in 
the field and the cast iron got hot enough in an hour to char paper pasted on it more than the wrot iron 
even has when covered with wire and the machine delivering its 250 amps for hours. But the wrot heads 
do char the paper somewhat. | think enough to make it a conductor in place of an insulator and so cause 
a burnout of the armature. | did not try brass as a complete armature but substituted brass for one of 
the iron heads and an armature core that | ran in the excited field. The conductivity of brass is not much 
different from that of good wrot iron and so far as induction currents are concerned should be heated 
about the same in the same field. 

It was heated nearly as much which showed to me that the heating of the iron is due mainly to 
induction currents and not to magnetic friction. The induction in the iron should be greater since iron of 
itself helps to strengthen the field. The greater heating of the cast iron was no doubt to the magnetic 
friction. Substituting plates of sheet iron for the two heads will get over some of the induction currents, 
but what troubles me is the great amount of heat in the body of the armature the whole core (naked) 
gets warmer than the armature should when doing its full work. My field is what the English writers call a 
weak field it is only about 12,000 C.G.S. units while English makers claim to have worked successfully up 
to 20,000 units and | have figured the strength of the field in the case of several machines from the data 
given and found 15,000 to 16,000, one of these had an armature 18” diameter and now | think at 800 rev. 
They all speak of “pure charcoal iron” as the material of the armature core. If there is any such thing as 
getting an iron that will not heat in a field of the strength | am using, | would like to find it. 


| sent a set of washers to bolt where they have a very fine annealing furnace and had them annealed. | 


don’t know how long they were not particularly improved. The armature was little if any better. You 
differ from others in regard to the oxide. The oxide formed as you describe is mainly the magnetic oxide 
which is magnetized and demagnetized with difficulty, and adds, by the magnetic friction, to the heating. 
Most authorities say the plates should be pickled and the oxide removed. | have done all these things but 
still my cores heat. | have hoped the “Jaggers Tripple Annealed” would be better but it does not correct 
and | told there is something better still but cannot learn what it is or where to get it. 

| know my field is not very strong for the characteristic scarcely goes beyond the straight line. 
The machine is very sensitive to change of speed or warming of the field. Two ohms resistor added to a 
field of 18 ohms will run the potential down from 125 to 75 volts. It isa great deal to more sensitive that 
| wish it was. 

| wish | could get over the heating of the core for | want to keep the armature resistance down, 
but | don’t see how to do it till | can find some better iron. 

With kind regards, yours faithfully, 


Wm. A. Anthony 


WM. A. ANTHONY 
ELECTRICIAN TO 
THE MATHER ELECTRIC CO., 


MANCHESTER, CT. 


N. Tesla 
My dear Sir 

| am in trouble and write you for help. | have designed a new machine to use a much stronger 
field than the old one. — | have an armature core 12” diam, 15” long, and with 40 coils one turn each get 
125V at 800 rev. But the core heats excessively. The plates are #28 sheet iron from Laufman Apollo 
Penn. They are insulated from the shaft by thin fiber cemented on and turned true. There is tissue paper 
between them and every fifth plate a piece of heavy paper. A magneto will ring across the tissue never 
across the thick paper. The core is held together by end plates of boiler iron best flange iron screwed on 
the shaft. These plates finish about 7/16” thick. They heat much more than the body of the armature. 
On one that burned out the other day the paper in contact with that plate charred black and burned 
between the sheet iron for a half inch in from the end plates beyond that point it was not discolored. 
There are no bolts through the core. A brass plate heats nearly as much as the iron. 

Can you suggest any remedy? | have ordered #30 tripple annealed Jaggers iron imported but 
have not received it | hear there is a better iron still can you tell me what and where to get it? 

Yours in haste, 


W. A. Anthony 


*Author’s note: The special iron he was looking for was a the secret to Westinghouse transformer 
efficiency, “Bessimer steel”, which in which oxygen was used in the manufacturing process to remove 
impurities, specifically carbon. 


Westinghouse Electric & Manufacturing Company 


Pittsburgh, PA., U.S.A., June 22, 1891 

Mr. Nicola Tesla. 

My Dear Sir: 

Enclosed | send you a clipping of the Pittsburgh Dispatch, which will undoubtably prove of interest to 
you. When you peruse the article you will find that | was correct, when | stated in the paper a few years 


ago that you were rapidly gaining a hemispherical reputation as one of the greatest electrical inventors 


of our age. 


Yours truly, 


Ernest H. Heinrichs 


Westinghouse Electric & Manufacturing Company, 


Pittsburg, Pa. 
January 27, 1893 
Mr. N. Tesla, 
The Gerlach, 


27° St., New York. 


Dear Mr. Tesla: - 


Your valuable favor of the 23" is received. | will get a copy of the “London Electrical Review” of 
Jan. 13, 1893, and give the matter proper attention as you suggest. 
Thanking you, | remain, 
Yours truly, 
Lemuel Bannister 


Vice Prest. & Gen. Manager 


No. 


Pittsburgh, Pa. April 30, 1893 


N. Tesla. Esq W.E. & M. Co.’s Order No. 
New York Purchaser’s Order No. 
Bought of Westinghouse Electric & Manufacturing Company. 
Terms. 
1892 
Feb 9 | 1-Tesla Motor as per specifications 
furnished exper. 200.00 | 200.00 
Dec 12 | 1-24 Pole A. C. Motor Armature exper. 25.00 25.00 
Jan 5 | 3-Rings of Sheet Iron N. Tesla 5.00 5.00 
Mar 3 | 2—Laminated Magnets N. T. 70.00 70.00 
[ 18 | 2—112S|. P. Tesla Motor 75.00 150.00 
" 2-1 @ Tesla El. Co. 107.00 
= 1- “OW.C. Exciter Experiment 125.00 | 382.00 
i 21 | 1- E500 Volt Motor 
1— Pulley 
1 — Fuse 
168.00 
less 30% 50.40 
x 117.60 
less 10% 11.76 | 105.84 


784.84 


W. A. ANTHONY, 
MANCHESTER, CONN. 


Sept. 26, ‘93 
Mr. Nikola Tesla, 
My dear Sir, 


Thank you for the copy of your lecture which received yesterday. | am very glad to have 
it in this form for although | had read it as it appeared in the electrical journals that is not a very 
convenient form for reference and a lecture like yours is not one to be read and laid aside. Your 
illustrations of the relations between capacity and self-induction and vibration frequency are novel and 
very striking and bring out in a very clear manner very interesting results. | have reread the paper with 
great pleasure. 


You know my controversial habit and my tendency to take the “other” side of a question, 
sometimes mere for the sake of argument, and | want to suggest a question of too as to the effect of 
those high frequency discharges on the human organism. 


You show that the hand may approach so near as to receive the brush discharge without any 
suffering or inconvenience, and remark that a far less amount of energy applied to the body in the form 
of low frequency or continuous currents would cause death. How much energy is spent on your body 
when you take that brush discharge? You state that the PD of your coil is about 200,000 volts. How 
much current do you transfer at that pressure? 1/100 amp would mean 2000 watts or 2 2/3 HP. Does 
your generator when you are performing these effects deliver more than that? 


If the current is not more than 1/100 amp and the resistance of the body is 2000 ohms it will 
require only 20 volts to maintain it and the balance of your 200,000 volts is expended in the air across 
which the discharge must leap to reach your hand. 


But supposing the current to be 1/10 amp in which case the load of 30 HP would be thrown on 
your generator every time a discharge took place, there would still be expended on your body only 
200,000 volts x 1/10 amp or 20 watts, the balance of the 20,000 watt being expended in the air. How 
does this strike you? 


Faithfully yours, 


W. A. Anthony 


Westinghouse Electric & Manufacturing Company 


Pittsburg, Pa. 
Room 27, Westinghouse Bldg., 
March 13, 1895 
Mr. Nikola Tesla, 
Hotel Gerlach, 
New York, N. Y. 


My Dear Sir: -- 


Noticing by to-day’s papers that you had a serious loss by the fire in your factory on South Fifth Avenue, 
| hasten to offer you my sincerest regret, and | trust you were well insured and will be able to soon find 


another suitable location to carry on your work. 


Yours very truly, 


Ernest H. Heinrich 


The Gerlach 
New York City, March 22", 1895 
Mr. Albert Schmid, 
Pittsburgh, Pa. 


My Dear Mr. Schmid: - 


You have, no doubt, learned through the papers of the 
unfortunate accident which has deprived me of all my apparatus, and some results of my recent work. | 
must now rebuild my laboratory, and, will require some machinery. | shall write a letter to the 
Westinghouse Company about this after consulting Mr. Adams. You will greatly oblige me if you will do 


what is in your power to ship what is required with the least possible delay, 


Thanking you in advance, | am 


Sincerely yours, 


The Gerlach, 
New York City, March 27, 1895 
Mr. Albert Schmid, 
Pittsburgh, Pa. 


My dear Mr. Schmid, 


You will remember that some time ago | wrote to you 
that | was going to want some of your annealed converter iron strips. | have now decided as to their 
size. They are to be two and five-eights (2 5/8) inches wide and eleven and five-eights (11 5/8) inches 
long. As to thickness, please use the same as on your converters found most practical to considering 


performance and cost, etc. 


| assure that these strips will be readily obtained without much delay, and as they will be 
punched they will be of uniform size. You will add to my obligations if you will kindly see that these 
strips are of the best quality of iron (or steel) and annealed most carefully, as shipped with the least 
possible delay to my address above. | want enough of these strips to make up a weight of one thousand 


(1000) pounds. 


Kindly let me know upon receipt of this letter when | may expect these strips. As the time is 


pressing | would beg you to forward them by express at my expense. 


Hoping that you will oblige me by attending to this matter at once, | am sincerely yours, 


The Gerlach, 
New York City, March 30°, 1895 
Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 
| have to thank you for your kind letter 
of March 27". | may be able to come out and have a talk with Mr. Bannister. 
The other day | wrote you about some strips of annealed converter steel, and | am still anxiously 
awaiting your reply. Hoping that you have ordered the material, and that | shall get it without much 


delay, |am 


Sincerely yours, 


The Gerlach 


New York City, March 30*, 1895 


Mr. Albert Schmid, 
Pittsburgh Pa. 
My dear Mr. Schmid: - 
Oblige me and let me know, immediately upon receipt of this, what is 
the smallest size rotating 2-phase transformer you have in stock. | would like to have about 25 cycles a 
second, as adopted in Niagara. The commutator should be one possessing a great number of bars, so 
that | can get a continuous current which | want for some purposes in the laboratory. 
| would prefer such a machine to one which has got only few commutator segments, and in which the 
current in necessarily undulating. 
| propose to use a machine of the above description and capacity about 25 H. P. or so, for 
driving motors, and what little machinery | want in the electrical department of my shop. | have 
provided steam-power for my work-shop. 
You will add to my obligations if you let me know what motors | could get to go together with 
that machine. 
The tension should be from 125 volt upward to no more than 220 volt. Furthermore | am not 
limited exactly to the capacity, and it might be something more than 25 H. P., but not very much more. 
Hoping | receive from you an early and favorable reply, and thanking you in advance, | am 


Cincerely yours, 


The Gerlach 


New York City, April 15*, 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 
Your letter of March 28" received. | am much obliged for your 
kindness in attending to the matter at once, and would only remind you not to send the strips by freight, 


but by express at my expense, and please also advise me by dispatch of the shipment. 


Yours sincerely, 


The Gerlach, 


New York City, April 3'¢, 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 

Many thanks for your kind letter. | have made up my mind to purchase 
a machine of the kind you refer to. | have written a letter to Mr. Bannister, and would beg you please 
confer with him without delay. | can assure you that | shall be grateful for your help. The machine 
should be wound for 220 volts and should give 3200 alternations per minute, and | shall but later on 
motors also wound for 230 volts. About these motors | shall write later on, as | inter that there would 
be not much delaying in getting them. The capacity of the machine x should be about 30 H. P., but may 
be 25 if you like, and it is very important for me to get it as soon as possible, as much of my work is being 
delayed. As | intent to use this machine for certain specific purposes in connection with my oscillators, a 
high efficiency figure is an important item. Please, therefore, do not spare any pains or expense to 
secure the best result. | shall rely, as to the price, entirely on the fairness of the Westinghouse 
Company. | believe that there are gentlemen in that company who believe in a hereafter. 

You mention in your letter that it would want six weeks to furnish the machine. Should you find 
any way of shortening this by selection of patterns existing | would be much obliged to you for doing it. 
But | would want, as | stated before, the best workmanship, and the best results which are within the 
reach of your ability and experience. 

Kindly advise me whether this is understood, and whether you are going on with the work. 

With kind regards, | am 


Sincerely yours, 


The Gerlach, 


New Yok City, April 4"*, 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 
| have just received dispatch advising me of the shipment of 412 pounds 
of iron strips, as ordered. Please accept my best thanks for your kindness in attending to this small 


affair. 


Sincerely yours, 


The Gerlach, 


New York City, April 6*, 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 

Your dispatch of yesterday, relating to the high-tension converters, 
received. | shall write you about this matter Monday, as | have to suggest some improvements on the 
converters you have made before. These, however, will not involve any loss of time. 

Thanking you for your attention in replying, | am 


Sincerely yours, 


Westinghouse Electric & Manufacturing Company 
120 Broadway 


NEW YORK, N. Y., April 8°", 1895 


Nikola Tesla, Esq., 
The Gerlach, 


New York City. 


Dear Mr. Tesla: 
| am in receipt to-day of our letter of the 3 inst. And have instructed Pittsburgh 

to prepare and ship the rotating two-phase transformer described by Mr. Schmid. The order will receive 
our best attention, and when | get the data it will give me pleasure to make the price as low as we 
possibly can. 

| have regretted every time | have thought of your misfortune that should have met with such a 
loss. |am very glad to know that you took your coat and went to work again to get everything back into 
shape as soon as possible. 

| expect to be in New York several days and shall hope to have the pleasure of seeing you. 

Yours truly, 
Lemuel Bannister 


Vice President & General Manager. 


The Gerlach, 


New York City, April 9, 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 

Your dispatch, advising me of the shipment of the balance of the iron 
strips, received. | have also received a letter from Mr. Bannister, in which he informs me that the order 
for the rotary transformer is put through the shop. You will greatly oblige me if you will push the work 
on that transformer, and make it excellent in every way, as it is likely that | shall exhibit it in connection 
with my oscillators. 

Mr. Stillwell told me the other day that you have shipped to my address two rotating field rings 
which were exhibited at the World’s Fair. | am very anxious to get them, but as | have, as yet, not 
received anything, | am afraid that they are somewhere at the railroad station. Kindly look into the 
matter and trace them. 

Thanking you again, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, April 12, 1895 


Westinghouse Electric Co., 


Pittsburgh, Pa. 


Gentlemen: - 


The iron strips you have forwarded have been received. | thank you for your 


prompt delivery, and would beg you to forward the bill soon. 


Very truly yours, 


46, E. Houston St., 


New York City, April 12", 1895 


Mr. W. C. Clark, 


Pittsburgh, Pa. 


My dear Sir: - 
Your favor of April 10" is received. | thank you very much for your kindness in 
writing me, and attending to the matter. 


Very truly yours, 


N. Tesla 


New York City, 


46, E. Houston St., April 13°, 1895. 


Westinghouse Electric Co., 


Pittsburgh, Pa. 


Gentlemen: - 
Please forward, with the least possible delay, three small, direct-current motors, 
viz., one H. P., one-half H. P., and one-quarter H. P. All three motors must be wound for 220 volt circuit. 
Hoping your will favor me with an early shipment of this apparatus, | am 


Very truly yours, 


46, E. Houston St., 


New York City, April 13", 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 
| was just written to the Westinghouse Company about three small 
direct-current motors, viz., one H. P., one-half H. P. and one-quarter H. P., all wound for 220 volts. 
Please oblige me and let me have these at once, as | need them temporarily in the shop, where | 
have at present only the direct current from the central station. 


Sincerely yours, 


46, E. Houston St., 
New York City, April 13", 1895. 
Mr. George Westinghouse, Jr., 
New Youk City. 
Dear Mr. Westinghouse: - 

Since some time, my friend, Hubert Vos, the great portrait 
painter has been sojourning in this city. | have very often spoken to him about you, and | feel that he 
has an idea of your personality such as would enable him to make of you a portrait which would be a 
valuable addition to the art. 
| suppose that, under the pressure of your many engagements, you have not, as yet, found moments of 
leisure to devote such a purpose and, thinking that you might feel that it is in a certain measure your 
duty to do so, | would call your attention to this favorable opportunity. 


Very truly yours, 


New York City, 


46, E. Houston St., April 16", 1895 


Westinghouse Electric Co., 


Pittsburgh, Pa. 


Gentlemen: - 
| beg to acknowledge the receipt of your favor of April 15"", and wish to thank 
you for your prompt reply. 

As you have no small motors, | shall have to get along with what you can furnish. Please 
forward, as soon as possible, one one H. P. motor, 1900 revolutions, wound for 220 volt circuit, and one 
¥% H. P. motor for the same circuit and 1300 revolutions per minute. 

| imply that the later motor is really a one H. P. motor in disguise, and | expect that these two 


motors will be sufficient for my present purposes. 


Kindly oblige me by a speedy delivery. 
Thanking you in advance, | am 


Very truly yours, 


46, E. Houston St., 


New York City, April 20", 1895 


Westinghouse Electric Co., 


Pittsburgh, Pa. 


Gentlemen: - 
| beg to acknowledge the receipt of the two rotating-field rings which were 
exhibited at the World’s Fair. Please accept my best thanks for your kindness in giving me this 
apparatus, to which | attach now a special value, since most of the objects which were dear to me have 


been destroyed. 


Very truly yours, 


46, E. Houston St., 


New York City, April 23, 1895 


Mr. Albert Schmid, 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 


Some time ago you will remember | wrote you about some high-tension 
converters which | needed in the pursuance of investigations, since the old ones have been destroyed. 


Upon receiving the high-tension converters from the World’s Fair, | found that one of them was 
injured. | was then obliged to take it out and repair it, and on that occasion | noted certain defects which 
| have tried to remedy in the design which | have mailed to you this day. 


| have no doubt that the drawing will be clear enough for you to save all description. | would only 
remark that in making up the secondary spools | have assumed that you will use fiber washers riveted 
together by small brass rivets. These washers | suppose you can make up of small pieces, so that they 
would not involve the cutting up of large fiber sheets, but | do not want you to spare a few dollars on my 
account. In the center of the iron core | have found it indispensable to put a brass bolt as indicated in the 
drawing, and furthermore to place iron strips in front of the ends of the core. These strips | need for 
several reasons. 


| would beg you to instruct Mr. Kaiser to wind these secondaries most carefully and try to place 
exactly 100 turns of wire #26 on each layer. On the ends of each layer wind string of slightly larger 
diameter than the insulated wire, so there will be a tendency for the paper that is placed between the 
layers to bulge up on the ends. This paper | calculated to be very nearly 1/64 inch thick. 


The ends of the secondary ought to finish as indicated in a and b. Of course | count that you will 
put fewer turns on the last layer, and then wind thick and stranded wire on the top to protect the finer 
wire. 


Each half of the primary will have four ends, as the winding is made by two wires insulated from 
each other. There should be, then, eight binding-posts for the primary. 


Please oblige me by a reply whether everything is understood, and begin the work without delay. 


| shall be very much obliged for your personal attention, and for any services that may render me 
in the connection. 


Very sincerely yours, 


46, E. Houston St., 
New York City, April 24", 1895 
Mr. Albert Schmid, 
Pittsburgh, Pa. 

My Dear Mr. Schmid: - 

In writing you yesterday about the high-tension converter, | 
forgot to mention that | would prefer to place the iron tank, which should be very strong, on a small 
truck fitted for that purpose, so that it can be readily moved. 

You need not cover the iron tank with the boards, as you did on the old apparatus, as this simply 
increases the weight and cost. 

In side | have shown the wood, which of course should be the driest pattern wood, filling as 
much space around the coil as possible, so as to reduce the amount of oil to the minimum. Besides 
saving there is an advantage of the coil being lighter and safer. Please therefore, instruct the carpenter 
to cut of the pieces so as to fit everywhere around the coils to a distance of about % of an inch, which | 
consider minimum. You may also place a board between the two secondary spools at a distance of % of 
an inch from each. 

Please remember, also, that when winding the secondary | would under no circumstances use 
shellac or any other varnish, but some light oil, as paraffine oil, which will be brushed over each layer 
when it is finished. Do not use liniseed oil, as the coil might get hot during the winding. 


You will greatly oblige me if you will send me a dispatch upon receipt of this, that you have my 
sketch, and that you are proceeding with the work. 


Hoping to hear from you shortly, also, in regard to the rotating transformer which | have 


ordered, favorable news, |am 
Sincerely yours, 


46, E. Houston St., 


New York City, April 25", 1895 


Mr. C. F. Scott, 
Pittsburgh, Pa. 
My dear Mr. Scott: - 
| have written to the Westinghouse Company about a high-tension 
converter of a somewhat modified design, which is intended to replace the old converters constructed 
for the World’s Fair. 

Although | know that Mr. Schmid will do for me as much as he can, yet fearing that he may be 
too busy, or away from the factory, | write this to ask if you would not kindly devote a little attention to 
this small matter. | shall be very much obliged to if you will see that | get at least one of the two 
converters very soon. | hope also that you may be able to advance the construction of the rotating 
transformer which | have ordered some time ago. My work has been suddenly interrupted just | was at 
the most interesting stage of the development of certain ideas, and | need very much my apparatus to 
begin work anew. 

Thanking you in advance for any service in this connection, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, April 26", 1895. 


Mr. Albert Schmid, 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Your dispatch of yesterday received. 
Please accept my thanks for the prompt action. | hope that the construction of the rotating 
transformer is favorably progressing. 


Yours sincerely, 


46, E. Houston St., 


New York City, May 3, 1895. 


Westinghouse Electric Co., 
Pittsburgh, Pa. 
Gentlemen: - 
| wish to acknowledge the receipt of goods as per statement forwarded to me 
together with your favor of April 30°, Viz., One 1 H. P. Shunt Wound, 220 Volt Motor; One % H. P. Shunt 
Wound Motor, with belt tightener slides, Two Rheostats and a pulley. 


The blue-prints showing the diagrams of connections have also been received under separate 
cover. 


Thank you for the speedy delivery, | am 


Very truly yours, 


46, E. Houston St., 


New York City, May 3 1895. 


Mr. Albert Schmid, 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
| would be much obliged if you kindly let me know how the work on the 
rotating transformer is progressing, and when you will expect to be able to ship it. 


Very sincerely yours, 


46, E. Houston St., 


New York City, May 4", 1895. 


Mr. C. F. Scott, 
Pittsburgh, Pa. 
My dear Mr. Scott: - 
Thanks for your letter of May 3", which | have just received. 

| hardly need to assure again, on this occasion, that | shall be very much obliged for any trouble 
you take in advancing the work on my apparatus. 

| am particularly anxious about the rotating transformer, as | have not heard anything since 
some time in regard to it. 


Yours very truly, 


46, E. Houston St., 


New York City, May 9', 1895. 


Mr. C. F. Scott, 


Pittsburgh, Pa. 


Dear Mr. Scott: - 

Thanks for the favorable report in regard to the rotating transformer. | 
would not bother you with this matter knowing you are doing all in your power to advance the work, 
were it not that | am so very anxious to begin anew my interrupted experiments. This kind of work is 
almost essential to my health, and | hope that its resumption will have a good effect upon me. 


Sincerely yours, 


46, E. Houston St., 


New York City, May 9', 1895 


Westinghouse Electric Company, 
Pittsburgh, Pa., 


Mr. Albert Schmid, Supt. 


Dear Mr. Schmid: - 


When | ordered the 30 H. P. rotating transformer, | implied that a 
starting-box will go with it. 


| have, not, in my laboratory, the direct current from the city mains, and will require a box to 
start the transformer. You may have a box ready, and if not kindly have one made for the purpose, and 
shipped with the transformer or before. 


Very truly yours, 


46, E. Houston St., 


New York City, May 14*, 1895 


Mr. C. F. Scott, Electrician, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
Dear Sir: - 
Your favor of May 11" just received. | know that you have extended experience 
in kindred matters, and that you will employ the best method of bringing out the terminals. 
| would suggest, because of the convenience | would have, that you put on the top substantial 
binding-posts for the primary as for the secondary wire, so as to enable me to attach, even to the later a 
very heavy wire. The rubber columns, on the top of which the secondary binding posts are places, 
should be removable, so that they would not interfere with the boxing in case of shipment. The best 
way, it seems to me, would be to connect the secondary wire as deep in the tank as possible to two 
metal blocks, in to which metal rods covered with hard rubber would be screwed. 
| have further to suggest that the tank be placed on a small truck with rollers, and there should 
be on each side ordinary iron handles for eventually lifting the whole. 
Hoping that | shall get the coil soon, and thanking you for your attention and trouble taken in 
the matter, | am 


Very truly yours, 


46, E. Houston St., 


New York City, May 14*, 1895 


Mr. Albert Schmid, Supt., 
Westinghouse Electric Co., 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 

This will introduce to you, Mr. Johann Jordan, from Vienna, who desires 
to exploit here some improved carbons of his own manufacture, and for up other business, with the 
view of importing to Europe some American machinery or articles. 

Any courtesy and service you may be able to render to Mr. Jordan will be appreciated by me. 


Sincerely yours, 


46, E. Houston St., 


New York City, May 15*", 1895. 


Mr. W. C. Clark, Assist. Gen. Manager, 
Westinghouse Electric Co., 


Pittsburgh, Pa. 


Dear Sir: - 

From your favor of May 14", just received, | infer that Mr. Bannister is absent, 
and | take liberty to write to you, and say that, in my opinion, Captain de Khotinsky would be a very 
valuable addition to your staff, especially if the Westinghouse Company are engaged in any accumulator 
or electrolytic work, as he has extended experience in that direction. 

Very truly yours, 


N Tesla 


46, E. Houston St., 
New York City, May 16*", 1895. 
Mr. W. J. Longmore, 
Westinghouse Electric Co., 


New York City. 


My dear Sir: - 
This will introduce you, Mr. Francis Jehl, who | have known for many years. | 
have a high opinion of Mr. Jehl’s integrity in his business dealings, and am convinced that whatever you 
arrange with you, you have no cause to regret it. 


Very truly yours, 


46, E. Houston St., 


New York City, May 17*, 1895. 


Mr. Albert Schmid, Supt., 
Westinghouse Electric Co., 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 
| have received your favor of before yesterday, and would beg you, in 
constructing the rheostat, to allow plenty of wire capacity, as | would like to get a resistance box which 
not only would be convenient for starting the rotating transformer, but could be used also for other 
purposes, and in emergencies | would like to have as wide a range as possible. 
Hoping that you will soon be able to ship the machine and apparatus ordered, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, May 18*", 1895. 


Mr. C. A. Bragg, 
Westinghouse Electric Co., 


Philadelphia, Pa. 


My dear Mr. Bragg: - 
Your letter with inclosure received. | have now a greater faith than ever 
in your honesty, for the inclosures consisted of Government Bonds. 
| am located at above address, and will be pleased to see you any time. 


Very truly yours, 


46, E. Houston St., 


New York City, May 21st, 1895. 


Mr. Albert Schmid, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Your dispatch just received. | am much obliged for your kindness and 
hope that there will be no unforseen delay in the shipment. 


Yours sincerely, 


46, E. Houston St., 


New York City, May 22nd, 1895. 


Mr. Albert Schmid, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Please mail, as soon as possible, upon receipt of this letter, the blue- 
prints of the rotating-field transformer, as | want to dimensions of the base. 
Oblige me by an answer without delay. 


Sincerely yours, 


46, E. Houston St., 


New York City, May 28th, 1895. 


Mr. Albert Schmid, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Thanks for the blue-print of the foundation for my rotating transformer 
which | have just received together with your letter of May 24". 
| hope that you will be able to ship the machine, as promised in your last letter. | also anticipate 
the shipment of the high-tension transformer very shortly. 
With thanks for your kindness, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, May 29th, 1895. 


Mr. Albert Schmid, Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

This will introduce you to Mr. J. J. Bellman, who is desirous of securing a 
position with an electric company. There is no need of my testifying to his qualities, as his certificate 
from the Columbia College will show. In engaging his services you will make a very valuable addition to 
your staff, and greatly oblige me, 


Sincerely yours, 


46, E. Houston St., 


New York City, June 6th, 1895. 


Mr. Albert Schmid, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

Your dispatch of yesterday, for which | thank you, has been received. | 
am a little disappointed to learn that the shipment will not me made before Tuesday next. 
Knowing that there can be no mistake on any dynamo that you design, | consider the test a superfluous 
affair, and would suggest that you ship the machine directly. Please also take care that the apparatus is 
not unduly delayed on the railroad. | do not care for spending a few dollars more, provided | get it 
quicker. 


Sincerely yours, 


46, E. Houston St., 


New York City, June 10th, 1895. 


Mr. Albert Schmid, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 

My dear Mr. Schmid: - 

Your dispatch of Saturday has reached me late in the afternoon. | thank 
you very much for the prompt attention to my letter, and hope that the machine has turned out entirely 
to your satisfaction, which means to say that it cannot be further improved. 

You will add to my obligations if you inform me when you expect to ship my high-tension coil. It 
must be very well under way, judging for a letter which Mr. Scott wrote me some time ago. | hope also 
that you will be able to shop the starting-box together with the rotating-transformer. 

Hoping to have soon the pleasure of seeing you, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, June 13th, 1895. 


Mr. Albert Schmid, Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

Your letter of June 12" has just reached me. | am very glad to learn that 
the generator has been shipped, and that | have now the prospect of soon continuing the line of 
experiment which was interrupted a few months ago. Kindly oblige me by forwarding as soon as ready, 
because it will be difficult for me to operate the motor without it. 
| appreciate the use of German silver wires insuring constant resistance, and will value it the more if the 
bill turns out to be small. The later requirement is far more important for me than the constant 
resistance. 

Hoping that the converter will be shipped at the time promised, and thanking you for your help, 
lam 


Very sincerely yours, 


46, E. Houston St., 
New York City, June 15%", 1895 
Mr. George Westinghouse, Jr., 
New York City. 

Noting your efforts to warn the public against infringements on my 
multiphase motor patents, | am prompted by a feeling a friendship to point out to you personally that 
your advertisements do not bring out clearly the fact that these patents cover not one, but a number of 
lines of almost equivalent importance in the practical introduction of the system, but rather make it 
appear to the uninformed that all is dependent upon a single feature. You can readily see that with a 
few words your statements may be rendered much stronger, and will more exactly express the state of 
things. 

| would on this occasion call your attention to another point. A few years ago, when the 
advantages of my system were discussed by some experts, | dwelt on the fact that when a great number 
of motors and lamps and other devices is worked on the multiphase system the efficiency of the system 
as a whole must be higher than the average efficiency of a single motor. Since you have a large plant 
now in operation, the truth of my assertion may now be practically tested. If you will measure the 
steam consumption, you will necessarily find that the results are better than can be obtained with the 
direct current system, although it is quite possible that a single direct current motor might give a slightly 
better result than a single alternating motor. 


Very truly yours, 


46, E. Houston St., 
New York City, June 15%", 1895 
Mr. Albert Schmid, Supt. Westinghouse Elec. Co., 


Pittsburgh, Pa. 


My dear Mr. Schmid: - 

Having not to this day, as yet, received the invoice of the rotating 
transformer, which you inform me you have shipped Monday last, presumably by freight, | would beg 
you to ship the regulating box as well as the high tension coil by express. | suppose that the weight of 
this apparatus will not be such as to make the shipment in this way expensive. 

Thanking you in advance, | am 


Sincerely yours, 


Westinghouse Electric & Manufacturing Company 
120 BROADWAY 
NEW YORK, N. Y. June 18", 1895. 
N. Tesla, Esq., 
46 East Houston St., City. 
Dear Mr. Tesla, 
| have your favor of the 15" inst. which shall receive my best attention. | am 
obliged to you for writing to me on the subject. We are anxious to give as much prominence as possible 
to every feature in connection with your inventions. 
Truly yours, 


Geo. Westinghouse Jr. 


46, E. Houston St., 


New York City, June 19th, 1895. 


Mr. Albert Schmid, GENERAL (Supt.) 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear General: - 

Our dispatch of yesterday, for which | am much obliged, was received, 
and | have since also received note of shipment. | unable to locate, as yet, the transformer; it seems to 
still be under way. In view of this | would beg you to always ship the goods, or make communications, 
except of a personal nature, to my laboratory, 46, East Houston Street. 

Thanking you in advance, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, June 20th, 1895. 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

Your dispatch in regard to the converters has been handed to me this 
moment, and | have replied immediately by wire, asking you to shop the converters by express, in view 
of the long delay by freight. | am very disappointed for not have, as yet, obtain news of the rotating 
transfer, although it is now over ten days since, according to your letter, it was shipped. 

With best thanks for your kindness, and anticipating the pleasure of seeing you soon, | am 


Very sincerely yours, 


46, E. Houston St., 


New York City, June 21st, 1895. 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

The rotating transformer has been finally received, and | am very 
pleased by the first inspection of the machine, which shows you have bestowed upon it more than the 
usual care. 

| shall be much obliged to you if you kindly send me blue-prints of the machine, and such 
particulars as you can give without departing from the usual practice of your company in kindred 
matters. | would like, of course, to know everything pertaining to the winding and the constants of the 
iron, so as to be able to profit by the experiments with this machine as soon as possible. 

Hoping that the high tension apparatus will be received in good shape, | am 


Yours very sincerely, 


46, E. Houston St., 


New York City, June 22nd, 1895. 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 


My dear Mr. Schmid: - 


| have run the motor yesterday, and was very pleased to note the great 
improvements you have made in these machines over those of two or three years ago. | have no doubt 
that it is highly efficient machine, judging from the quickness with which the speed regulation is 
effected. My idea was that you would ship a pulley together with the motor, as you do with generators. 
The best suitable size for me would be between 16 and 20 inches. | would like you would send on one 
which is very well balanced, of that size, or slightly larger. 


Hoping to hear from you with return mail, | am 


Sincerely yours, 


46, E. Houston St., 


New York City, June 21st, 1895. 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
| note from your letter of a few days ago that you have shipped 

the field regulating-box of the rotating transformer. As | have not yet received it, | would beg you to see 
whether it has been shipped with the transformer. 

| am hopeful that you will be able to ship the starting-box very soon. 


Yours sincerely, 


46, E. Houston St., 


New York City, June 24th, 1895. 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Will you kindly forward, as speedily as possible, rings of sheet iron, 9- 

1/2 inches inside, and 11 inches outside diameter? The thickness of the sheet iron should be between 
1/64 and 1/32 of an inch, or whatever thickness you use in your armatures. The iron should be of the 
highest quality and best annealed, and | shall want about 100 pounds of these plates. 

Hoping that you will be good enough to personally order this material, | am 


Yours sincerely, 


46, E. Houston St., 


New York City, June 25th, 1895. 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
| have just received the high tension converters, and would say that 

they are a considerable improvement over the old ones. | hope that you have yourself derived from the 
construction of these transformers useful experience. 

Hoping that they will turn out as | expected, and thanking you for the trouble you have taken in 
attending to the matter, | am 


Sincerely yours, 


46, E. Houston St., 
New York City, June 26th, 1895. 
Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

In examining the high tension converters which | have received 
yesterday, | find that a few mistakes have been made, which | will point out for no other reason beyond 
the desire to be useful to you. 

| find that instead of the laminated iron as required in my first communication to you, there 
have been put flat bars of iron on the ends of the core. Furthermore there were no holes on the bottom 
nor on the sides provided for the oil to circulate. The middle connection of the two secondary coils 
should have been insulated by a rubber bushing or otherwise to prevent a break through, when by 
unevenly loading the terminals the coil becomes unbalanced. Another defect was that the coil was 
placed too low, but this | have easily remedied by placing a few boards underneath. Another oversight 
was made in tacking the ends of the high tension wire to the frame-work because you know that no 
matter how dry the wood is, it will conduct such a current of high tension and short-circuit the coil. The 
screws which fastened the ends of the secondaries to the terminal wires passing through the rubber 
columns should have been placed sideways, as they can easily fall out and disconnect, the way they are 
made. The primary wire should have been sunk into the wood, as required in my sketch, this being 
necessary so as to enable the inserting of the laminated iron plates opposite to the ends of the core. 

Otherwise the coil seems to be made up excellently, and the parts well fastened to the frame. | 
consider the arrangement of the central wood plate with the blocks on the sides to keep the secondary 
coils in position, a very good one. 

You will oblige me in forwarding the exact particulars which relate to these coils, and | shall let 
you know immediately after testing them, how far they meet the requirements. 

Hoping that you will not take these remarks as an adverse criticism, and thanking you again for 
your kindness, | am 


Sincerely yours, 


46, E. Houston St., 
New York City, June 29th, 1895. 
Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 


Your letter of June 28" has been received, and | thank you for the 
information contained therein. 


In examining further the coils, | found that a more serious defect was present, which, 
however it was easy to remedy. If | mention this you will, of course, know that it is done with the 
most friendly motives. 


| found that on the secondary ends which were connected in the middle above the 
primary, there were two brass plates fastened one inch and a half long and about % inch wide. 
These brass plates should have been placed tangentially to the coil. Instead of this they were 
placed radially and over % inch beyond the first secondary layer. As the whole secondary wire 
takes up 5 inches the brass pieces were thus made to span from 60 to 70 layers, and this defect 
was still further increased by the screws protruding a good depth into the fiber. In case of a 
superimposed vibration in the secondary, there might be easily 100,000 volts between the layers 
spanned by the brass plate, and the coil would surely break down. The fact in that the old coils 
broke down in this way, and | was particularly informing you in this regard, but forgot to mention 
it when | ordered the present coils. 


| have placed the laminated iron, and have soldered the ends of the secondary in the 
middle, doing away with the two brass plates, because they were unnecessary and could only 
cause trouble. 


| was pleased, in examining the coils, that the wood frame was excellently made up, and 
everything seemed otherwise in perfect shape, and it was quite evident to me that you had taken 
great care in constructing these coils. 

With many thanks, | am 


Yours sincerely, 


46., Houston St., 


New York City, July 2"%, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

You will perhaps remember that last Fall | took the liberty of 
recommending to you, through a letter, Mr. Emile Smith. He is a graduate from college, and has 
had some practical experience in mechanical and electrical engineering. 

You know that | do not often recommend people, but the good opinion that | have of Mr. Smith 
prompts me to once more write and ask you whether you might not be able to give him a 
position at present in some of your factories. If you do so you will oblige me. 


Sincerely yours, 


46., Houston St., 


New York City, July 3"%, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

| have just received the blue-prints pertaining to the 30 H. P. 
rotating transformer, and wish to thank you for them. The german silver wire resistance box for 
starting the transformer has not yet been received, but | presume that it is shipped or if not, 
that it will shortly be forwarded. | have received the box for the field regulation. 

In some of my tests, | would like to run the transformer up to about 1200 revolutions 
per minute; this would be 50% higher than the normal speed. | am convinced that there would 
be no danger whatever, judging from the general aspect of the machine, but | would beg you to 
let me know whether you consider such running safe. 

Anticipating an early reply, |am 


Very sincerely yours, 


46., Houston St., 


New York City, July 10th, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Will you kindly forward to my above address, six dozen large 

binding-posts which you usually put on your apparatus? | want about the size that you put on 
the rotary transformer. 

Anticipating an early reply, |am 


Yours sincerely, 


46., Houston St., 


New York City, July 10", 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Your favor of July 8" received. 

| can only say in favor of Mr. Smith, that his name resembles yours, and to his 
disadvantage that he resembles me. | hope that the latter will be not a serious objection, and 
would also beg you to remember that still waters are deep. 


Hoping that you will be able to something for him, | am 


Sincerely yours, 


46., Houston St., 


New York City, July 11"4, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 

My dear Mr. Schmid: - 

Your favor of July 20" received, from which | learn with pleasure 
that the starting-box will be shipped this day. 

In my letter to you yesterday, | asked you to forward six dozen of your binding-posts, 
and would here repeat that you will oblige me by sending them without delay. 

In addition to these binding-posts | would like to get some of your single and double 
switches because | can get them cheaper from you than from the supply house here. Kindly 
forward half a dozen double switches and half a dozen single. The later ones should be, roughly, 
for about 50 amperes, and the former for about 100 amperes in each circuit. 

For some contrivances which | am driving with the alternating current | require a couple 
of small alternating motors. The best size for me would be about % of a H. P., two-phase, and 
about 1/8 of a H. P. single phase induction motor, if you have such one on hand. The E.M.F. is 
immaterial; | presume that you wind them for 100 or 50 volts. 

Should these sizes not be on hand, please let me have the nearest to it. 

Hoping you will have the kindness to attend to this matter, | am 


Yours sincerely, 


46., Houston St., 


New York City, July 124, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

Your letter of July 11" received. | meant the kind of binding- 
posts which you usually put on your dynamos. | thought that you have a large number of these 
binding-posts in stock, as you are constantly using them, and | would wish the large size. 
Anything that you select will be suitable for me. | would make them up it my shop, but | cannot 
spare the time, as | must keep my men on more important work. 

Hoping that you will be able to find something which will do for my purpose, and 
thanking you, | am 


Yours sincerely, 


46., Houston St., 


New York City, July 24th, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 
Your letter and blue-print for binding-posts received. Kindly 

excuse delay in answering, which was caused by some derangements in my office. 

| have taken the liberty of cutting out the print of the binding-post | shall require from 
your sample sheet. You will greatly oblige me if you will forward six dozen of these binding- 
posts at your earliest opportunity. 

| have not, as yet, received the motors and switches about which | have written you 
before. | anticipate that they have been forwarded in accordance with your promise. 
Thanking you for your kindness, | am 


Yours sincerely, 


46., Houston St., 


New York City, July 26th, 1895 


Mr. Albert Schmid, Gen. Supt., 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Schmid: - 

Your letter of July 25"" has just reached me. | have wired in 
reply as follow: “Please forward binding-posts single, not mounted in pairs. Oblige by shipment 
without delay by express.” 

| hope that you will be able to ship these binding-posts this week, as | want them; and 
also that the % H. P. motors have been forwarded in accordance with your letter. 


Yours very sincerely, 


46., E. Houston St., 


New York City, August 7", 1895 


Mr. George Westinghouse, Jr., 

New York City. 

My dear Mr. Westinghouse: - 
| learn from the journals of your friendly agreement 

with the Baldwin Locomotive Works. Foreseeing the electrical railroad development, | have 
often thought on the advantages of such a co-operation, and long time ago | had in mind to 
speak to you about it. The news of your consolidation has been an agreeable surprise for me. 
Such a splendid union of means and abilities cannot fail to be of interest to both parties 
concerned. 


Yours very truly, 


Westinghouse Electric & Manufacturing Company 
120 BROADWAY 


NEW YORK, N. Y. August 8", 1895. 


N. Tesla, Esq., 
No. 46 East Houston St., 
N.Y. City. 
Dear Mr. Tesla: 
| am much obliged to you for your letter of August 7*". It is another indication of 
the interest you have taken in the Westinghouse Electric and Manufacturing Co. We all think that the 
business arrangement entered into with the Baldwin people will be productive of good results. 
| hope the time is not far distant when you will feel that you can make a visit to our new works 
at Pittsburgh to observe the operation of your motors in daily practice as well as to get a comprehension 
of our facilities. 
Very truly yours, 
Geo. Westinghouse Jr. 


President. 


46., E. Houston St., 


New York City, August 14°", 1895 


Mr. George Westinghouse, 
New York City. 
Dear Mr. Westinghouse: - 
Professor L. B. Atkinson of the South Wales Institute of 
Engineers, has written me a letter asking for some data of tests with alternate current motors. | 
believe that he is prompted by friendly motives and would make fair statements. If you are 
inclined to have anything published, it would be well to do it through him. Perhaps you intend 
to send some motors to England, and in such event their performance will have to be 
announced. 
You will oblige me if you will remember Professor Atkinson on any future occasion of this kind, 
but of course | do not wish to influence you decision in any other way. 


Yours sincerely, 


GEO. WESTINGHOUSE, JR. 
PITTSBURGH, PA. 


August 15", 1895. 


N. Tesla, Esq., 
46 E. Houston Street, New York. 
Dear Mr. Tesla: - 
| have your favor of the 14", and will send it to the office at East Pittsburgh so that our 
people there may deal with the matter according to your wishes. 
Very truly yours, 


Geo. Westinghouse Jr. 


Westinghouse Electric & Manufacturing Company 
Pittsburgh, Pa. 


Sept. 4°, 1895 


Mr. Nikola Tesla 
New York City. 
Dear Sir: - 
This letter will be handed to you by Mr. Cleveland Moffat, concerning whom 


you have already a letter signed by Mr. Bannister and sent through the mails by mistake. 


Yours truly, 
Westinghouse Electric & Mfg. Co., 
J. F. Tener 


Private Secretary 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. 
October 11", 1895 

Nikola Tesla, Esq., 

The Gerlach, New York City, 
Dear Sir: - 

Last July there was a young man by the name of Emil Smith who came to us with letters 

of recommendation from you. He was put to work in the factory about the middle of last month was 
taken ill with Typhoid fever. He went to the Homeopathic Hospital in this city but did not get any better. 
Last Saturday they telegraphed for his relatives. His sister and a lady friend came on, arriving Sunday, 
and stayed with him until he died yesterday (Thursday afternoon at 2 P. M.). 
| took charge of matters and any of the embalming of his body &c, forwarding same on 8 o’clock train 
last night to Detroit. The remains were accompanied by Miss Smith and Mrs. Leitner. 

As he was a personal friend of yours | thought perhaps you be interested in hearing of his death. 

Yours very truly, 


H.F. Henry Floy 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. 
December 16", 1895 
Mr. Nikola Tesla, 
The Gerlach, 
New York. 
Dear Sir, 
| am sending you under another cover a set of circulars describing our apparatus. The 
publication of this series of circulars was undertaken a few months since, and you will note that a 
number of them describe machinery which we have been manufacturing for a number of years. We 
send also one of the flexible covers provided for filing purposes, and our Mr. Dickson will see that a copy 
of each additional circular is mailed to you from time to time as issued. 
| think you will be particularly interested in circulars Nos. 3 and 10, and if you have any criticism 
or suggestion we shall be most happy to receive it, and profit by it. 
Very truly yours, 
L. B. Stillwell 


L.B.S./AD. 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. 
December 24, 1895 
Mr. Nikola Tesla, 
#46 & 48 East Houston st., New York City, 
My dear Sir: - 

Your very kind letter of December 19" is duly received, and | highly appreciate your willingness 
to assist us by allowing the use of your name and photograph. | showed your letter to Mr. 
Westinghouse, and he expressed his gratitifaction. 

Upon thinking the matter over, however, and looking at it rather from your standpoint, | 
concluded that before carrying out my plan for an advertisement in Cassier’s, it would be wise to have a 
talk with you, and possibly with Mr. Adams, in order that there might be no possible misunderstanding 
or dissatisfaction. | have thereforedeferred the advertisement and so notified the Cassier Magazine Co. 

Again thanking you for your courtesy, | am 

Yours very truly, 
L. B. Stillwall, 


Electrical Engr. & Asst. Mgr. 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. 
December 26", 1895 


Nichola Tesla, Esq., 
46 East Houston St., 
New York, N. Y. 


Dear Sir: -- 
Referring to your order of July 17°", beg to advise that we have the half-horse power, 
single phase, A. C. motor ready for shipment. Kindly advise us, if shall ship by freight or express. 
Yours very truly, 
WESTINGHOUSE ELECTRIC & MFG. CO. 


By D. Carlington 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. 
December 23, 1895 


Albert Schmid, 
General Superintendent 


Mr. Nikola Tesla, 
The Gerlach, 

New York, N. Y. 
My Dear Mr. Tesla: --- 

| have arranged to go abroad on the end of 22d of January, and expect to make 
an extended tour through Europe. | shall visit Italy, France, Germany, Austria, Switzerland, England, etc., 
and would consider it a great favor if you would forward me, at your earliest convenience, letters of 
introduction to firms like the Ganz people, Scheider & Company, Helios Company, and to some of the 
prominent electricans and engineers in the above countries; also Mr. Brown, of Switzerland. | shall see 
you before | sail. 

With the best wishes of the Season, | remain, 

Yours Very Truly, 


Albert Schmid 


AS. 


New York, Dec, 31rst, 1895 


#46 & 48 E. Houston Str. 


Westinghouse Electric Co., 

Pittsburgh, Pa. 
Gentlemen: - 

Your favor of Dec. 26" has reached me. 

| am glad to learn that a half H. P. single phase A. C. motor is ready and wish to say, that 
| shall be obliged, if you will ship it with delay, as | need it very much. 

Hoping to receive it in good order, | am, 


Yours very truly, 


New York, Dec. 31rst, 1895 


#46 & 48 E. Houston Str. 


Mr. Albert Schmidt, 
Sup’t Westinghouse Electric Co., 
Pittsburgh, Pa. 
Dear Mr. Schmidt: - 
Thanks for the digression of your good wishes, of which | was always sure. 
Nothing will afford me greater pleasure than complying with your wish in the matter, and 
although you need letters, what-ever, for your work, of which you can be proud, is the best 
recommendation. 
Anticipating the pleasure of seeing you soon, | am 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company 
120 BROADWAY, 


New York, N. Y., February 20, 1896. 


Nikola Tesla, Esq., 
46 E. Houston St., 


City. 


Dear Sir: - 
We would be pleased to have you use your influence to have Dr. Louis Duncan nominated for 
Presidency of the American Institute of Electrical Engineers for the coming year. 
Yours truly, 
WM. P. ZIMMERMANN, 


Gen’! Eastern Agent. 


New York, March 13, 1896. 


#46 & 48 E. Houston Str. 


Mr. P. D. Lange, 
Sup’t Westinghouse Co., 
Pittsburg, Pa. 
My dear Mr. Lange: - 


| have known Mr. O. A. Sandborgh for some time and think him to be a very 


good man in every particular. 


He is an excellent draftsman and, as far as | can see, could make his way in any of the 


departments of your large works. | would be glad to give him a position in my own shop, if | had an 


opportunnity. You will greatly oblige me if you will do for him what you can, and | hope that you will 


reason 


every “ to be satisfied with his services, should you give him employment. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. March 18", 1896 
ADDRESS ALL COMMUNICATIONS 
TO THE COMPANY. 


Mr. Nikola Tesla, 
The Gerlach, 


New York. 


My dear Sir, 
| duly received on Saturday last your telegram asking us to extend courtesies to your friend Mr. 
Maurel, the singer. It would give us pleasure to receive a visit from Mr. Maurel, but up to the present 
writing he has not, to our knowledge, appeared in Pittsburg. Should he call upon us you may be sure 
that we shall be glad to give him our best attention, both because he is Mr. Maurel, and because you 
have requested it. 
Very truly yours, 
L. B. Stillwell 
Elec. Engineer & Acct. Manager 


LBS/AD. 


New York, May 2", 1896 


#46 & 48 E. Houston Str. 


Mr. W. H. D. Lange, 
Westinghouse Electric Co., 

Pittsburgh, Pa. 
My dear Mr. Lange: - 

This will introduce to you Mr. A. Pfeiffer, who has been highly recommended to 
me, and in whose ability and integrity | have great confidence. He has received an excellent training at 
Sheffield Scientific School and has, besides, done practical work. 

If you will accord him an opportunity to convince you of his abilities | shall be much obliged. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company. 
120 BROADWAY, 


NEW YORK, N. Y. May 27%, 1896 


Nikola Tesla, Esq., 
No. 46 East Houston St., City. 
Dear Sir: - 
Some time ago while | was engaged in some experimental work at East Pittsburgh Mr. 
Page sent me one of your original motor models which had been entrusted to him by you. In 
accordance with intructions received from Mr. Page yesterday | have just written Pittsburgh instructing 
them to ship by express to you at 46 East Houston St. When the same is received will you kindly 
acknowledge it? 
Very truly yours, 


Ralph D. Mershon 


COPY. 
E. d. Adams, Mills Building, New York. 
Commodore Mellville has signified the seventeenth as a satisfactory day to leave for Pittsburg. 
The arrangement is to go from Washington via Philadelphia, where we will dine at club with T. N. Ely, of 
Penna, R. R., leaving for Pittsburgh 10:25 P.M., going to Niagara Falls Saturday night. Will this suit you 
and Mr. Tesla, to whom kindly send copy of this telegram. You and Mr. Tesla would leave New York on 


4:30 P.M. train on 17". 


Geo. Westinghouse. July 10°", 1896 


GEO. WESTINGHOUSE, JR. 


PITTSBURGH, PA. 


July 10, 1896. 
Nikola Tesla, Esq., 
Care Mr. E. D. Adams, Mills Building, New York. 
Dear Mr. Tesla: - Some two or three weeks ago | spoke to Mr. Adams with reference to a 


proposed visit of Commodore Mellville, of the Navy, to our Works at East Pittsburgh, and to Niagara 
Falls being particularly desirous of having the Navy Department become acquainted with the advantages 
of the multiphase system for all sorts of operations aboard war vessels. The Commodore was obliged to 
postpone the trip on account of the letting of contracts for some new war vessels, but he is now ready, 
and it is proposed to leave Philadelphia on Friday evening the 17". 

Mr. T. N. Ely, the Chief of Motive Power of the Penna R. R., who will go with us, has invited us to 
dine with him at the Philadelphia Club Friday evening. 

| sent to Mr. Adams a telegram of which | enclose you a copy. You and Mr. Adams could leave 
New York on the 4:30 P.M. train, and we will meet you at the Broad Street Station, Philadelphia, and 
then join Mr. Ely for dinner. 

| am looking forward with much pleasure to this trip, and trust it is going to be entirely 
convenient for you to make it. 

Truly yours, 


Geo. Westinghouse 


Westinghouse Electric & Manufacturing Company. 
120 BROADWAY, 


NEW YORK, N.Y. July 23rd, 1896 


Nikola Tesla, Esq., 
The Gerlach, 
New York, N. Y. 
My Dear Sir: - 
| am sending you by express, a short piece of cable through which passed the 
first current generated in the plant of the Niagara Falls Power Co., at Niagara, April 16", 1895. 

We have furnished similar souvenirs to the Directors of the Cataract Construction Co., some of 
the officers of our own Company, to Commodore Melville and Mr. Habirshaw, and feeling that you are 
particularly interested, have much pleasure in fowarding one to you. Please accept this with the best 
compliments of the Westinghouse Company. 

Our friend, Dr. Habirshaw, made the cable and can tell you all about it. Samples similarly 
insulated are subject to break down tests in our factory and in no case was ruptured by a potential of 
45,000 volts (A. C.) 

| am very sorry that | did not have the pleasure of personally showing you the Niagara plant, but 
with Mr. Adams and Mr. Rankine as guides, and your knowing of electrical apparatus, no feature of 
special interest could have been over-looked. 

You may be interested to know that the Patent Office has allowed me a patent covering the 
principle elements of the organization of switch board apparatus, which | trust will be useful to the 
Westinghouse Company in securing additional orders for extension of the plant. 

It was a great pleasure to see you in Pittsburgh and | trust that your next visit will not be so long 


delayed as was the last one. 
Very truly yours, 


L. B. Stillwell 


New York, August irst, 1896. 


#46 & 48 E. Houston Str. 


Mr. H. D. Lange, 
Sup’t Westinghouse Electric Co., 
Pittsburg, Pa. 
My dear Mr. Lange: - 
Mr. Moulton has been recommended to me very highly. | have seen him and he 
has impressed me as a man having thorough knowledge of machines and usual experiences. It is my 
opinion that, if you would give him employment, you would be entirely satisfied with his services. 


Yours very truly, 


Inclosure. 


Westinghouse Electric & Manufacturing Company. 


Pittsburg, Pa. September 4. 1896 


Mr. Nikola Tesla 
New York City, N. Y. 
Dear Sir: 
| have taken the liberty to send you under separate cover a copy of my first novel, 
entitled “Helene”, and although | am not unmindful of the fact, that you a very busy man, | flatter 
myself, that you will be sufficiently interested in the book to do me the honor of accepting it. 
Sincerely yours, 


Ernest H. Heinrich 


‘ribileNE: 


A NOVEL 


BY ERNEST H. HEINRICHS. 


x 


Hele NET 


CHAPTER TI. 


It was in 1849. 

Several European countries had only recently emerged 
from a revolution, which, while it had been succesfully 
squelched—albeit not without some material benefit to the 
revolutionists ; its immediate consequences left these coun- 
tries still in a state of ferment. The dissatisfaction among 
the lower classes, which had been going on for many years, 
directed against all existing forms of government, had at 
last in 1848 broken out into an open revolt under con- 
ditions, undoubtedly very favorable to their cause. 

There had been many revolutions in the old world be- 
fore this, but they had been principally confined to French 
soil, in fact, as everyone knows, a revolution in France is 
a very common occurrence. In 1848, however, the staid 
and phlegmatic German was at last aroused to assert him- 
self and demand some of the rights, which an overbearing 
aristocracy had monopolized for centuries. Students of the 
people of Germany and their history have often expressed 
wonder that a race so sturdy, so strong and so enlightened 
should not have long ago shaken off the oppressive yoke 
of a government, which had two kinds of law, one for the 
aristocracy and the other for the people. The explanation 
is contained in the simple words; “Loyalty to custom.” 

The German is of an eminently conservative nature, 
He may emigrate from the Fatherland, find a new home 
anywhere, but he will stick to the habits and manners of 
his forefathers for a long time to come. This fact is no- 
where more strikingly illustrated than among the Germans 
in this country. 

It was this loyalty to custom among the people, that 
worked in favor of the aristocracy in Germany and pre- 
vented the outbreak of a rebellion. The existence of cause 
for complaint had manifested itself many times and very plain- 
ly. The people had realized, years and years ago, the op- 
pressive tyranny of the aristocracy, they had frequently 
smarted under the whip. Yet, because these conditions had 


New York, January 3rd, 1897. 
#46 & 48 E. Houston Str. 


Westinghouse Electric & Manufacturing Co., 
Pittsburgh, Pa. 


Gentlemen: 
Would you be kind enough to forward some of your catalogues, relating to polyphase 
motors, to the following address: Dr. S. Kimura, Professor of Physics, Sendai, Koto Gakka, Japan. 
| shall be much obliged for your attention and hope that eventually something to your interest 


may result from it. 


Very truly yours, 


New York, May 22", 1897. 


#46 & 48 E. Houston Str. 


Mr. S. F. Scott, 
Electrician Westinghouse Elec. Co., 


Pittsburgh, Pa. 


My dear Mr. Scott: - 
| would herewith introduce to you Mr. J. Tachihara, who has arrived from Japan 
with a view of acquiring practical knowledge of electrical machinery, particularly of the long distance 
transmission of power. 
Any help or courtesy extended to him with be very much appreciated by 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company. 
Pittsburg Agency 


Pittsburg, Pa. May 28, 1897 


Mr. Nicola Tesla 
New York City, N. Y. (East Houston St.) 
My dear Mr Tesla: - 

One of my friends in charge of the Adams Mining property, an iron ore mine 
owned by the Rockafelter interests in Minnessota. They of course have a large number of operators and 
accidents are continually happening. They have a very progressive hospital and medical system in 
charge of a very capable physician, Dr. Moore by name. Dr. Moore wants to secure X-Ray apparatus 
which enable him in case of an accident to a man make a quick photograph of the injured parts, and 
from this determine as to the best method of procedure. If possible he would like to get a machine 
which would enable him to photograph through the hip with an exposure of five minutes. It is the 
writer’s recollection that you are interested in the manufacture of such a machine. If my impression is 
correct will you kindly send me such circulars as you may have and advise me whether the pictures he 
desires are within the range of possibilities at the present stage of the art. 

Thanking you in advance for your courtesy in this matter, | beg to remain, 
Yours truly, 


Arthur Hartwell 


Westinghouse Electric & Manufacturing Company. 
Pittsburg Agency 


Pittsburg, Pa. June 5, 1897. 


Mr. Nicola Tesla, 

46 E. Houston St., 

New York, N. Y. 
My dear Mr. Tesla, 
| have your kind favor of the 3 instant, for which please accept the writer’s 

thanks. | have advised Dr. Moore to hold off in his purchase until your machinery is ready or the market. 
As soon as it is will you kindly send me some detailed information concerning the apparatus. 

Thanking you for your courtesies in this matter, and particularly your kind invitation, which | 
have transmitted to Dr. Moore, | beg to remain, 

Yours truly, 


Arthur Hartwell 


New York, June 9' 1897 


#46 & 48, E. Houston Str. 


Mr. C. F. Scott: - 

This letter will be presented to you by Mr. A. Ehnhardt, who is recommended to me 
highly by some European friends. Being an electrical engineer he is naturally such interested in 
inspecting your works, and | would be much obliged to you for any facility you may be able to afford him 
in his connection. 

With kinds regards, |am 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company 
Pittsburg Agency 


Pittsburg, Pa. June 15, 1897 


Dear Mr. Tesla: 
The enclosed from to-day, Leader, may probably afford you a few moments guilt 
amusement. 
Yours Sincerely, 


E. H. Heinrich 


New York, June 19%", 1897. 


#46 & 48 E. Houston Str. 


Mr. R. H. Heinrichs, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
Dear Mr. Heinrichs: - 


lam much obliged to you for your note of June 15", which, with inclosed poem, | 
have received. 


You will observe that practically at the same time an effort was made in France to kill President 
Faure. Although the later was a comparatively insignificant event you will not fail to be impressed with 
the singular co-incidence. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company 
120 BROADWAY 
NEW YORK, N. Y. June 21%, 1897. 
Nikola Tesla, Esq., 
The Gerlach, 27" St. & B’way, City. 
Dear Dr. Tesla — 

Please accept my thanks for your letter of June 18": | feel greatly indebted to 
you for the interest you have taken in this matter and have no doubt that what you said to Mr. Stewart 
has had great weight in turning the contract our way. It is most gratifying to us to be able to say that we 
have received both the Niagara Falls and Mesina Power contracts. 

Very truly yours, 


Geo. Westinghouse 


New York, June 20°, 1897. 
#46 & 48 E. Houston Str. 
Mr. Charles F. Scott, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Scott: - 

This will introduce to you Mr. Kolomon von Kunde, chief engineer of a large 
electrical concern of Austria-Hungary, who is deserious of inspecting the Westinghouse works and also 
of meeting you personally. 

| suppose that he would naturally receive from you all the courtesies due to him, and | only wish 
to any that | shall be much obliged for any facility you may be able to extend to him on his visit. 


Yours sincerely, 


June 30, 1897.] 
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ANNUAL REPORT 


Of the Board of Directors of the Westinghouse Elec- 
tric & Manufacturing Company te the Stock- 
holders, June 23, 1897. 

Board of Direotors-—Charlea Francis Adama, Lem- 
uel Bannister, August Belmont, N. W. Bumsted, A. 
M. Byers, Marcellus Hartley, George W. HMehard, 
Teary B. Hyde, Brayton Ives, George Westinghouse, 

Otlioere—Chairman, Layton Ives; President, 
Cieorge Westinghonse; First Vioe-l’resident, Lemuel 
Bannister; Second Vice-President, B. H. Warren; 
Third Vice-President and Treasurer, Ph. Ferd. 
Kobbe; Acting Vice-lresident, George W. Hebard; 
Secretary and Attorney, Charles A. ‘Terry; Assistant 
Treasorer, Edwin S. Carpenter; Auditor, F. H. 
Ketchum. 


To the Stockholders of the Westinghouse Electric & 
Manufacturing Company : 

Your Board of Directors present herewith the bal- 
ance sheeb showing the financial condition of your 
company as of March 31, 1897. 

Owing to the removal operations from the old into 
the uew shops, your Board of Directors were onable 

’ to present a balance sheet for March 31, 1896, based 
upon actual values of inventories. % 

The class of electrical business conducted by your 
company has been in a depressed condition during 
the past two years, owing to the almost complete in- 
terruption ip the building of new railways and new 
power stations. Notwithstanding these unfavorable 
conditions and the heavy charges to current expense 
account, due to the removal to the new worke, and 
the making of new tools, patterns, eto., the company’s 
earnings have exceeded the amount required for the 
dividends on the preferred stock, which have been 
promptly paid. 

By comparing the present balance-sheet with that 
for March 31, 1895, it will he seen that there bas 
been made a reduction in the surplus account of 
$1,577,735.93, due to amounts written off in con- 
nection with the dishandment of the old factories, 
the sale of obsolete toola, machinery and stock, de- 
preoiation of inventory, bad debts, the adjustment 
and settlement of old accounts, and the book loss 
from the sale of stocks and bonds owned by the com- 
pany, and also the book loss resalting from the sale, 
at the price mentioued below, of $3,000,000, par 
value, of ‘* Assenting Stock.’? 

SALE OF ASSENTING STUCK, 

On June 4, 1496, your company authorized the in- 
crease of its capital stock from $10,000,000 to $15,- 
100,000, and your Board of Directors effected a sale 
of $3,000,014), par value, of the new assenting stock 
thus authorized to the Security Investing Company 
of Pittsburg, which realized to the company $2,189,- 
000, of which amount $1,200,000 was received in 
cash, $329,000 was represented by patents and prop- 
erty, and the remaining $900,000 in interest-bearing 
notes secnred hy collateral; $300,000 of such notes 
were payable July 5, 1897, and have been paid; 
$300,000 are payable July 5, 1895, and the remain- 
ing $300,000 July 5, 189. 

EXPENDITURES FOR PATENTS. 

Parsnant to the terms of the contract with the 
General Electric Company, for the exchange of 
licenses under the patents of the two companies, of 
which you were notified by @ circular letter dated 
April 2, 1896, your company bas purchased outright 
for $216,600 the Tesla patents for multiphase current 
motors, in order that both companies might manu- 
facture apparatus covered by those patents witbout 
the payment of royalties other than those provided 
for in the agreement between the two companies. 
For like reasons your company purchased, for $72,- 
231.17, the entire capital stock of the R. D. Nuttal 
Company, which bas a complete workshop for its 
purposes and manufactures trolleys for the General 
Electrie Company and your company, and gears and 
other railway supplies for the general market. The 
stock purchased is considered fully worth its par 


value of $118,000. Your company also purchased 
for $58,500, aud the transfer of certain patents ac- 
quired through its agreement with-the Security In- 
vestment Company, 12,433 shares of the Electro- 
Magnetio Traction Cempany, out of a total issue of 


20,000 shares. 
PATENTS, 


The agreement between the General Electric Com- 
pany and your company bas been in force a little 
over a year, and the wisdom and value of the auion 
of patents has been fully established. The patenta 
of the two companies, thus brought together, have a 
commercial value which cannot he adequately appre- 
ciated hy those nob familiar with the electricat basi- 
ness. These patents are numbered by the thonsand, 
and, within the field covered by the company’s busi- 
hess, relate to every conceivable electrio system and 
kind of apparatus tu the minutest detail. ‘Their 
present book value is less than the sum expended in 
acquiring and developing them. The terns of the 
contract between the General Electric Company and 
your company fix the respective values of the patenta 
at 62} per oeut. for the (General Electric Company 
and 37! percent. for your company. The patenta 
ownel by yourcompany are carricd at $1,629,080.49, 
or less than 37: per cent. of the aggregate hook valae 
of the patents of both companies, Many of these 
patents have already been suatained by the courts, 
while in numerous instances infringers, after being 
made acquainted with the situation, have agreed to 
cease infringing. 

During the past year many valuable patents have 
been acquired in the interest of the two companies at 
moderate cost, while the expense of carrying on suits 
has been greatly less than the sum formerly expeniled 
by the two companies. 

A liberal course is being pursued in the enforce- 
ment of these valuable rights, aud there is reason to 
expect that the time is near at hand when the patent 
property now being managed as a common interest 
will be generally recognized as exceeding in value 
and importance that of any other mannfacturing in- 
terest, 

STOCKS, NONDS AND PROPERTIES. 

These items appear on the books at cost. It was 
the expeotation of your board of Directors that a 
large part of the bonds and stocks of lighting com- 
pauies on hand could he disposed of from time to 
time, but there has been no market for the sale of 
euch securities during the past two years. These 
stocks and bonds have a3 arule increased in intrinsic 
value, avd it is proposed to pursue the policy of sell- 
ing them whenever advantageous terns can be se- 
cured. 

It has not yet been possible to dispnse of the old 
factories of your company and of the United States 
and Consolidated Companies. It is expected that 
with the improvement of business a market will be 
found for these properties. 

It is the bope of your Board of Directora that the 
proceeds of the sale of stocks and bonds and old fac- 
tories will, in the near future, be sufficient to care 
for the indebtedness of the company, leaving the 
quiok assets for the regular current business. 

POWER TRANSMISSION. 
The utilization of water-power and its transmis- 


sion by electricity have given great prominence to 
the Tesla patents, which, together with numerous 
other patents controlled by your company and the 
General Electric Company, should insure to the two 
companies the sale of all the power-transmission ap- 
paratus used in this country. 

About two years ago your company installed at 
Niagara Falls, for the Cataract Construction Conipany, 
three 5,000 11p. xenerators, and in January of this 
year were awarded by that company the contract for 
five additional generators of the same capacity, which 
are now under construction. 

Your company hag also just been awarded a con- 
tract for fifteen 5,000 HP. generators by the St, Law- 
rence Power Company, which is the largest single 
order yet given for power-transivission apparatus, 

Your company should derive great benefit from the 


execution of this contract, since vo other company 
has yet attempted work of this size and importance. 
The securing of these contracts was, without doubt, 
due to the anccess of your apparatus at Niagara Falls 
and to the most complete facilities which your com- 
pany now has at ita new works at East Pittsburg for 
the manufacture of large electrical units. 
RAILWAY DEVELOPMENT. 

Your company has made marked progress in the 
development of apparatas for the operation of subur- 
ban and interurban trains on main railways, and it 
has installed at East Pittsburg, on the tracks of the 
Pennsylvania Railroad, experimental apparatus, 
where important experiments are constantly being 
carried on, We helieve your company is now more 
fally equipped and has better facilities for work of 
this kind than any other concern. 

WORKSHOPS, 

Your workshops at Last Pittsburg are in complete 
order, and have the advantages for manufacturing 
which it was contemplated they should possess, Its 
facilities, arrangements, machinery and tools enable 
it to undertake work of the largest character which 
may be proposed. All that has been said heretofore 
with reference to the property of your company at 
this place, and the opportunity it affords for econom- 
ical operations, has heen more than borne out by the 
facts. ‘These works stand on your books at $:2,769,- 


886,26, of which $1,290,732.85 is for real estate and 


buildings, and $1,479,153.41 for machinery and toola, 
making an exceptionally low cost for works of auch 
great capacity. 

The engineers of your company have acquired 6 
world-wide reputation in mechanical and electrical 
engineering, a fact well illustrated hy the close copy- 
ing by other manufacturers of plaus, systems and 
designs which had their origin in your offices or 
works. The character of the apparatus turned ont 
at your new works has given your company substan- 
tial trade advantages. 

By order of the Board. 

GEORGE WESTINGHOUSE, President. 

Pittsburg, Pa., June 23, 1897. 


WESTINGHOUSE ELECTRIC & MANUFACTURING CO, 


BALANCE SHEET MARCH 31, 1997. 
ASSETS; 
Cash in banks.. 
Bills receivable 
Accounts receivable 
Material in stock and in course of manuf 
ture (at cost of labor and material 
Amounta advanced leawed eompant 
Bonds (par vatue $18 
Stocks i par yalue Sh 
Real estate 2 


$330,193.89 


& bldgs. (fi 
due April I, wee & 

First mtx. sceond pur- 
chase of land (dueJuly 
Pi ABO) sccocssnscsdarosevecseane 


Machinery and tools. 
Misvellaneou 
Charters, franchises and patent: 


LUABILITIES: 


ted with collateral 
t Liabilities 

194,560.00 

590,000.00 


Common, 2,04 
———_ 12, 337,879.00 

(In treasury 5 7.4% shores assentiag, and 
72.96 ahures preferred, ) 
Surplus. sav beges 2.401, 66-4,28 


$17,965,299.50 


Westinghouse Electric & Manufacturing Company. 
120 BROADWAY, 
NEW YORK, N. Y. July 23rd, 1897: 
Nikola Tesla, Esq., 
#46 East Houston St., City. 
Dear Dr. Tesla: - 
Accept my thanks for yours of the 22" inst. enclosing letter from Mr. Sayers, 
copy of which | shall immediately forward to our London office with request that they give the matter 
prompt attention. 
As requested, | return Mr. Sayers letter to you. 
Yours truly, 
Geo. Westinghouse 


Enc. 


Westinghouse Electric & Manufacturing Company. 
120 BROADWAY, 


NEW YORK, N.Y. July 26th, 1897 


Nikola Tesla, Esq., 

No. 46 East Houston St., New York. 
My dear Sir: - 

A friend of mine writes asking whether you could care to lecture at the Music Hall of the 

Carnegie Library, Pittsburgh. This will not be a gratis job, and | think if you would care to lecture they 
would pay you the usual compensation, the amount of which | do not know but if you will consider the 
proposition | would be please to have you let me know and | will immediately put the proper party in 
communication with you. The question has been asked me and therefore | take the liberty of writing 
you with regard to same, so please not hesitate to do just as you feel. There is no obligation on my part, 
and | understand it, lectures given at this Hall are given for “revenue”. 

If you will kindly let me know your views on this subject | will be very much obliged. 

Yours very truly, 


Wm. F. Zimmermann 


New York, Sep. 19", 1897. 


#46 & 48 E. Houston Str. 


Mr. C. F. Scott, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Scott: - 
| read in the electrical papers an article referring to a large induction motor 
recently installed in Niagara. Would you not be kind enough to give me some particulars for my 
personal information. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company 
Pittsburg, Pa. Sept. 23, 1897. 
SUBJECT — INDUCTION MOTOR. 
Mr. Nickola Tesla 
46-48 E. Houston St., 
New York City. 
My dear Mr. Tesla: - 


In reply to your note asking data regarding a large induction motor, | take 
pleasure in sending you several photographs and an out-line drawing giving the dimensions. 


The primary winding consists of coils of thin copper strap. The motor is started by applying a low 
voltage received through transformers. The line current for starting at half of the full load torque is just 
about equal to the normal full load current, and the starting torque can be increased with corresponding 
increase in line current. The pulling out torque is over five or six times the normal full load torque. The 
power factor at half load is 91% and at full load is 96%. The efficiency is 90% at half load and 91% at full 
load. 


The motor has a no-load speed of 375 revs. when running on a 3000 alternation circuit and the 
slip at full load is about 3%. The normal voltage on each of the two phases is 2200 volts. The maximum 
rise of temperature when carrying 500 H. P. is about 30 degrees C. The motor can readily carry 500 H. P. 
but is rated at 400 H. P. as the contract under which it was sold calls for a considerable overload capacity. 
Two of these motors have been made, the first of which has been in successful operation in the lighting 
station at Niagara Falls, driving the dynamos in the station, for the past month or so. 


This is | believe the largest outgrowth of the induction motors on which we worked so 
energetically a number of years ago. 


Yours very truly, 
C.F.S. C. F. Scott 


CHIEF ELECTRICIAN 


New York, Sep. 24", 1897. 


#46 & 48 E. Houston Str. 


Mr. C. F. Scott, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Scott: - 
| have received your kind letter of Sep. 23" together with the photographs and 
drawing of the 400 H. P. motor. Your valuable paper on the installation of Niagara Falls has also reached 
me and | have perused it with interest. 
The results you give appear to me remarkable, and | see from them that you have not stopped 
working on these motors since | left them in your hands. 
| look upon these results as particularly valuable inasmuch as they show that large machines of 
that type can be built and successfully operated. 
Thanking you for the courtesies, | am, 


Yours very truly, 


New York, Oct. 15%", 1897. 
#46 & 48 E. Houston Str. 
Mr. George Westinghouse, Jr. 
Lenox, Mass. 
Dear Mr. Westinghouse: - 
| have to ask a favor of you which, | hope, will be consistent with your 
interest to give without undue sacrifice. 

A representative of my associate Schneider & Co., of Creuset, France, Mr. Auguste Boissonnas, 
is here and | have given him a formal letter of introduction to you. He is chiefly interested in the 
development of rapid electric traction, particularly, in alternating currents and their application to such 
use for long distance transmission, and | entertain the highest esteem for my associates and am most 
anxious to maintain friendly relations with them, | would neg you to facilitate to Mr. Boissonnas an 
inspection of your admirable works. You need not in the slightest aprehend that an advantage will be 
taken, for these people are of the highest standing, and if they would see anything that it would be to 
their interest to acquire, they would meet you in a loyal way. 

Mr. Boissonnas, | understand him to say, will leave here Friday evening and might be in 
Pittsburgh Saturday or early next week. You would greatly oblige me if you would by telephone or 
otherwise issue directions that he be received in a friendly manner. That | am most anxious is to show 
the extensive and successful application of the polyphase system for a number of purposes. 

Thanking you in advance, | am, 


Your sincerely, 


GEORGE WESTINGHOUSE. 
ENGINE PARK. LENOX, MASS. 


October 17", 1897 
Mr. Nicola Tesla, 
46 & 48 East Houston Street, 
New York. 
Dear Mr. Tesla: 


Your letter of the 15"* came into my hands yesterday a little after four o’clock, on my 
arrival from Boston. 


| am just telegraphing Mr. B. H. Warren, Vice Pres’t of the Company, as follows: 
“Mr. Tesla desires that we should give Mr. Auguste Boissonas, of Schneider and Co., 
Paris, an opportunity to fully observe the operation of the Tesla motors and of viewing 
our workshops. Kindly see him yourself and give him the desired facilities. Mr. Tesla 
expected him to be in Pittsburgh Saturday or early this week. Introduce Mr. Boissonas 
to Mr. Keller and to my brother.” 
And | feel assured that Mr. Boissonas will have the desired opportunity. 
You will note from my telegram that | have asked Mr. Warren to introduce Mr. 
Boissonas to Mt. Keller, of the Westinghouse Machine Company where they are making a very 
wonderful gas engine, and to my brother, Mr. H. H. Westinghouse, Manager of the Air Brake Company. 
If Mr. Boissonas has not already gone to Pittsburg, could you no go out and spend a day 
and half there with him? Unfortunately | am likely to be obliged to remain in the east all of next week. 
Very truly yours, 
Geo. Westinghouse 


P. S. Will be in my office Tuesday. 


Westinghouse Electric & Manufacturing Company 


Pittsburg, Pa. 


St. Louis Office, American Central Building 


October 26, 1897 


N. Tesla, Esp., 

#46 East Houston St., 

New York City. 
Dear Mr. Tesla, 

Your friend, Mr. Auguste Hoissonnas, called on me to-day, and | was very sorry that he was 
simply going through and | could not show him the various things he wanted to see. He expects to stop 
here again on his way home from Mexico, and | will then show him all there is in this city. 

Yours very truly, 


G Wautaleon 


Westinghouse Electric & Manufacturing Company 
Pittsburg Agency 


Pittsburg, Pa. Dec., 3, 1897 


Nikola Tesla, Esq., 

Hotel Gerlach, 

New York, N. Y. 

My Dear Tesla: - 

| notice by the Pittsburg Papers, that you have been sick, but are now convalescing, and | take 
this opportunity to congratulate you upon this fact and hope that you will keep in the best of health as 
long as you yourself may wish. 

Always, yours sincerely, 


E. H. Heinrich 


New York, Dec. 4°", 1897. 
#46 & 48 E. Houston Str. 
Mr. George Westinghouse, Jr., 
120 Broadway, 
New York City. 
Dear Mr. Westinghouse: - 


Enclose letter just received from England, which might interest you. 
Kindly return it after perusal. 


| shall write these parties to communicate with you in the matter. 


Yours very truly, 


GEO. WESTINGHOUSE. 

PITTSBURGH, PA. 

Dec. 7", 1897. 
Mr. NIKOLA TESLA, 
c/o Tesla Electric Co., New York. 

Dear Mr. Tesla: - 

| have your favor of the 4*"., enclosing a letter from Patterson, Cooper, & Co., of which | 
shall send a copy to our London house. | trust the matter will receive prompt attention, to the mutual 
advantage of all parties concerned. 

Yours truly, 


Geo. Westinghouse 


New York, Dec. 14", 1897. 


#46 & 48 E. Houston Str. 


Mr. E. H. Heinrichs, 
Westinghouse Electric Co., 
Pittsburgh, Pa. 
My dear Mr. Heinrich: - 
Thanks for your evidence of your kind interest. 

It is true that | have not been quite well of late, but can ensure you that | am physically and 
mentally allright at present. | have, however, still a little ailment which may be best designated financial 
anaemia, from which you yourself are suffering, if | am not mistaken. 

| wish you would remember me to all the boys at about Christmas time, for it is just possible 
that some of them might feel disposed to send me a token. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company. 
Pittsburg Agency 


Pittsburg, Pa. Dec., 8, 1897 


Nikola Tesla, Esq., 
New York, N. Y. 
My Dear Mr. Tesla: - 
Many thanks for your kind favor of the 4" inst. 

While | am very glad to hear that you are physically and mentally in perfect condition, it 
grieves me very much to have to inform you, that you are ailing with what you choose to call “financial 
anaemia”, still, as you say, there is consolation in knowing that you have many fellow suffers, your 
“humble servant”, being one of them. 

| shall remember your wish about speaking of you to the boys in Pittsburg and trust that some of 
them will feel disposed to send you a christmas rememberance. 

With kindest regards, always, 

Yours sincerely, 


Ernest H. Heinrich 


Westinghouse Electric & Manufacturing Company. 
Pittsburg Agency 
Pittsburg, Pa. January 3rd., 1898 


Account. 


Mr. Nikola Tesla, 
#46 East Houston St., 

New York, N. Y. 
Dear Sir: - 

We enclose herewith statement of your account up to date, together with our receipt 
for the same, and the writer is instructed by Mr. Westinghouse to say that we have pleasure in sending 
you this receipt and that in so doing we quite appreciate the service you have from time to time 
rendered us in recommending our apparatus, in having interested customers in our behalf and in many 
ways materially assisting the interests of our Company. 

With the best compliments of the season, we are 
Yours very truly, 
B. H. Warrell 
Second Vice President 
BHW 


Enclosure 


New York, Feb. 6", 1898 


#46 & 48 E. Houston Str. 


Westinghouse Electric & Mfg. Co., 
Pittsburgh, Pa. 
Gentlemen: - 


| have not before this answered your kind letter of Jan 3", which, with inclosed 
statement was duly received, because | have daily expected that my affairs would bring me to Pittsburgh, 
where | would have had the opportunity to thank you in person for your considerate treatment. 


Though | cannot exactly take your view of the matter, considering that the larger portion of your 
apparatus was furnished to me on Mr. Schmidt’s suggestion for the purpose of facilitating further 
investigations in the field of my system of polyphase power-transmission, | nevertheless appreciate very 
much your fairness and would beg you to transmit to Mr. Westinghouse my thanks as well as my best 
wishes for success in the future. 


It has been my principle, ever since | have devoted myself to scientific laboratory research, never 
to accept fees or compensations for professional services, and | could not take advantage of your offer 
were it not that most of your machinery was destroyed by fire. It would have been my duty to insure the 
apparatus, and in such an event the amount would been integrally turned over to you, but as it was not 
insured | am sharing your loss, since | have been deprived of the instruments which are necessary for the 
successful continuance of my labors in the province in which, thanks to Mr. Westinghouse’s foresight, 
you are occupying the leading position to-day. 


Although, if | were to prize my services, | would put on them a much higher value that youcould 
afford to pay, | wish to state here purposely and explicitly, that you should not feel in the slightest 
obliged to me for whatever | did for you, as | considered it fairly your due and to the interest of my 
friends and those who placed confidence in my opinion. 


Believe me to be, 


Yours very truly, 


New York, Feb. 27°", 1898 


#46 & 48 E. Houston Str. 


Karl Till, Esp., 
136 W. 64 Str., 
N. Y. City. 
My dear Sir: - 


Will you please call at your earliest convenience at my office, above address. It is possible that | 
might be able to do something to your advantage. 


Yours very truly, 


New York, March 5th, 1898 
#46 & 48 E. Houston Str. 
Mr. Charles Till, 
Westinghouse Electric Co., 
East End Ave., Pittsburgh Pa. 
My dear Sir: - 
| have been very glad to learn from your letter of March 3%, just received, that my friends of the 
Westinghouse Company have found it possible to give you employment. When you came here | spoke 
to one or two friends about you, but there was still little prospect for a position. 
| cannot conscientiously say that | could offer you anything better than you have at present and 
would advise you to stay there. Should you, however, be again in need of a position, you may call on me 
and | shall do my best to place you. 


Yours very truly, 


New York, March 27", 1898. 
#46 & 48 E. Houston Str. 
Mr. George Westinghouse, Jr., 
120 Broadway, 
New York City. 
Dear Mr. Westinghouse: - 

Prince Albert of Belgium, when visiting my laboratory the week before last, told 
me that he intended to see the plant at Niagara. | have no doubt that he would be interested in 
inspecting your Works as well as in meeting you personally, knowing you to be one of the great pillars 
of the electrical industry in this country. |am prompted by the interest | feel for you to ask whether or 
not you would extend to him such an invitation and, perhaps, offer him your hospitality on his visit to 
your many Works and Niagara Falls. It might not be only a matter of pleasure for you to meet him, but 
his personal acquaintances may also have an important bearing upon the development of some of your 
foreign affairs, for he is soon to be in a position of great power, being the heir presumptive to the 
Belgian throne. He is a very modest, unassuming young fellow who seems to friendship quickly. 

Should you think it necessary to communicate with my in the matter, your letter will find me 
here, although it is not at all necessary. Prince Albert was in Philadelphia yesterday, and you will learn 
of his further movements through the Belgian consulate. 


Yours sincerely, 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


March 30".1898. 


Mr. Nikola Tesla, 

New York. 
Dear Mr. Tesla: - 

| thank you for your favor of the 27". Of March. | note that Prince Albert of Belgium is 
proposing to visit the plant at Niagara. | am at a loss to know just what to do inregard to inviting him to 
Pittsburgh. From some friends in Philadelphia | learned that he was making his own plans and declined 
any special attention. | am to be in New York Friday, and if you are down town between two and three 
o'clock | should be glad to see you at my office, when we can have a little talk in regard to this matter. 

Yours truly, 


Geo. Westinghouse 


New York, May 10°", 1898. 
#46 & 48, E. Houston St. 
Mr. George Westinghouse, Jr., 
120 B’way, N. Y. City. 
My dear Mr. Westinghouse: - 
| am informed through the Secretary of the Belgian Legation that His 
Highness Prince Albert expects to be in Pittsburgh about the 28" and 29° of May. 
| hope that this time will be convenient for you. Prince Albert, | under, is greatly pressed for 
time and will not be able to stay in Pittsburgh probably more than twenty-four hours. It may please you 
to learn that expressed himself through the Secretary in a most appreciative manner about yourself and 
your labors. While he did not exactly state that he would accept your hospitality, | believe that he will 
avail himself readily of the opportunity of knowing something more of man, who has contributed so 
important a share to electrical progress. 
If you will kindly let me know, at your earliest convenience, what to answer, | shall be pleased to 
transmit your message. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company. 
Pittsburg, Pa. 
May 17th, 1898. 
-N- 


SUBJECT — TRANS-MISSISSIPPI INTERNATIONAL EXPOSITION. 


Mr. Nikola Tesla, 
#46 E. Houston street, 

New York City. 
My dear Sir: - 

In the coming Trans-Mississippi International Exposition we have taken a large and 
prominent space and will give special prominence to a Tesla exhibit. We will have polyphase generators 
and motors, and desire to add to the interest of the exhibit by placing the early Tesla apparatus. A large 
exhibit of this was made the World’s Fair which was then sent to you in New York. It is possible that this 
may have been lost in your fire, though perchance it may have escaped and is now available. We 
request that you will let us have for exhibit as much material as practicable. Let us know with regard to 
the matter at an early day as the Exposition opens very soon. 

Very truly yours, 
WESTINGHOUSE ELECTRIC & M’FG CO. 
CFS L. A. Oscorne 


ASS’T TO SECOND VICE PRESIDENT 


New York, May 18", 1898 


#46 & 48 E. Houston Str. 


Westinghouse Electric Co., 

Pittsburgh, Pa. 
Gentlemen: - 

Your favor of May 17**, in the matter of the Trans-Mississippi International Exposition, 
has been received. 

While | would prefer not to give undue prominence to my name, | would nevertheless do my 
upmost to comply with your wish, if | could do so efficiently. | have practically nothing suitable for 
exhibition beyond a large ring you forwarded to me, which is one my close companions in the laboratory 
and from which | would not like to part. | presume that people nowadays will be far more interested in 
your splended machinery than in this early apparatus. 

Believe me to be, 


Yours very truly, 


New York, April 26", 1896. 
#46 & 48 E. Houston Str. 
Mr George Westinghouse, Jr., 
Pittsburgh, Pa. 
Dear Mr. Westinghouse: - 
| take the liberty to introduce you to herewith Mr. Friedrich Ross, who in 
connected with some of my friends and associates in Germany. He is anxious to see your admirable 
plant in Pittsburgh, and | would be very much obliged to you for any courtesy extended to him on his 
visit. 
With thanks | remain, 


Yours sincerely, 


New York, May 16°", 1898. 
#46 & 48 E. Houston Str. 
Mr. George Westinghouse, Jr., 
Pittsburgh, Pa. 
Dear Mr. Westinghouse: - 
Your letter referring to Prince Albert has just been received. 
| have written to the Belgian Consul and have suggested that he should transmit the wishes of 
the Prince to you directly. 
Believe me to be, 


Yours very truly, 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


#120 Broadway, New York, N. Y., 
May 19", 1898. 
Nikola Tesla, Esq., 
#46 East Houston St., City. 
Dear Mr. Tesla: - 
| have just arrived in New York and find your letter of the 16" inst. | received a letter 
from the Belgian Vice Consul Mr. Mali saying that he has sent the letter | wrote you to Counsellor 
Joostens at the Auditorium Hotel, Chicago. 
| had a conference with the Belgian Minister and have in consequence written formally to 
Counsellor Joosten’s through him inviting the Prince and his party to be the guests of myself and Mrs. 
Westinghouse while in Pittsburg, and have laid out an inspection tour which | trust will be satisfactory to 
them. 
Thanking you for your letters | am, 
Very truly yours, 
Geo. Westinghouse 
P.S. lam leaving tonight for Lenox with the expectation of being back here Saturday morning and 


leaving again at one o’clock for Washington. 


P.P.S. | have just received a telegram from Counsellor Joostens accepting the invition of Mrs. 


Westinghouse and myself. 


Westinghouse Electric & Manufacturing Company. 
Pittsburg, Pa. 


-A- Oct. 12*".1898 


Mr Nicola Tesla, 
New York City, N. Y. 
Dear Sir: - 
Your telegram of October 12*"., addressed to Mr. Means has been referred to me. 


The man you refer to is probably Mr Haardt, who came to us last December. | have just spoken 
to him about the matter and he in doubt as to whether he wishes to take the position. 


Would request that you kindly advise me what is the nature of the work required and if Mr 
Haardt wishes to accept the position, we shall be glad to let you have him. If not, | will see if we can 
recommend another candidate. 


Yours very truly, 
OSL-Jr/G O. S. Lyford jr. 


Chief Engineer. 


P.S. 
Have just telegraphed you as follows, “Means not with this Company. Have written.” 


OSL-Jr. 


New York, Oct. 12*, 1898 


#46 & 48 E. Houson Str. 


Westinghose Electric Mfg. Co., 
Pittsburgh, Pa. 
Gentlemen: - 
| wish to thank you for your courteous reply to my dispatch to Mr. Means to-day. It was 
with regret that | learned of his leaving your employ, and | hope you will excuse me for troubling you 
unknowingly with the matter. 

It is due to you to explain that | inquired about Mr. Haardt, who wrote me some time ago, 
applying for a position with me. Mr. Haardt came to this country for a short stay, and he was 
recommended to me by my Professor Bertel of the Polytechnic School in Gratz. | am very desirous to 
oblige my professor and inqure about Mr. Haardt with a view of giving him the employment he sought 
for. Of course, all was subject to Mr. Means’ approval. 


Yours very truly, 


Pittsburg, Pa. EastEndAve.  -—Nov-16-98. 


Mr. Nikola Tesla 
New York 
46 — 48 — E. Houston str. 
Dear Sir. — 

Thanking you for your kind letter of the 8". | beg to say, that private circumstances made my 
departure from here necessary and with your kind permission | will inform you of my where-abouts in 
the near future. 

Respectfully Yours, 


Charles V. Till 


NEW YORK., Nov. 29', 1898. 


#46 & 48, E. Houston Str. 


Mr. George Westinghouse, Jr., 
120 Broadway, 

N. Y. City. 
Dear Mr. Westinghouse: - 

Owing to some unforeseen outlay | am compelled to ask you through your kind 
intervention, which | hope you grant, of your Company a loan of $6,000. | shall return the money within 
three months. 

As | do not owe any money to any one, my property, though small, would be ample security for 
this amount, but in order to obviate and possible loss to your Company, | wish pledge herewith my 
rights to the English royalties. 

Assuring you that your personal kindness as well as the considerate treatment by your Company 
will not be forgotten, | remain, 


Yours sincerely, 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


#120 Broadway, New York, N.Y. 


November 29", 1898 


N. Tesla, Esq., 
#46 & 48 E. Houston St., City. 
Dear Doctor Tesla: - 
| have just received your letter and take pleasure in saying that the 
Company will loan you the $6,000 according to the terms of your letter. You will kindly call upon 
Mr.Ph.Ferd.Kobbe Treasurer of the Company between two and three o’clock tomorrow and he will 
arrange the details with you. 
Truly yours, 


Geo. Westinghouse 


New York, Nov. 30°, 1898. 


#46 & 48 E. Houston Str. 


Mr. Geo. Westinghouse, Jr., 
120 Broadway, 
New York City. 
Dear Westinghouse: - 
Acknowledging your kind letter of even date, | wish to again express my thanks 
for your readiness to aid me in the matter, which | have appreciated as much as the service itself. 


Yours very truly, 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


New York, 
December 1°. 1898. 


Dr. Nikola Tesla, 

46 & 48 E. Houston street, 

New York. 
Dear Doctor Tesla: - 

After you left yesterday | determined to write you without loss of time with reference to 
your device for commutating alternating into direct currents. Just at the present time there is great use 
for something of that sort, | would like to knoe if you have advanced far enough with your patents and 
experiments to be now in a position to let the Westinghouse Electric & Mfg.Co. undertake the 
manufacture of such apparatus upon reasonable terms. You will appreciate of course the particular 
advantage it would be to you personally to have such an important device put upon the market by the 
Westinghouse Company. Can you tell me how large an apparatus you have made? and how many h.p. 
of energy suchapparatus will transform? And | should like to know the voltages you have operated it 
with so far. 

Yours truly, 


Geo. Westinghouse 


New York, Dec. 5*", 1898. 
#46 & 48 E. Houston Str. 
Mr. Geo. Westinghouse, Jr., 
120 Broadway, 
New York City. 
Dear Mr. Westinghouse: - 
| have not been well enough for last two or three days to attend my 
correspondence, otherwise your kind letter of Dec. Irst would have been at once answered. 
| wish to tell you, in answer to your inquiry, that | have bestowed much more time upon this 
subject that you might have thought. | have not one, but a number of devices which | propose to put on 
your circuits, and for all of them there is a great demand. Just as soon as | shall have completed an 
arrangement of vital interest to myself which, | expect, will be in the course of two or three weeks, | 
shall be in the position to approach you with the matter. You may believe me that | shall use my best 
efforts to advance your interests while furthering my own. 


Yours sincerely, 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


New York, 
December 8", 1898. 


Mr. Nikola Tesla, 
New York City. 

Dear Doctor Tesla: - 

| have just returned from Pittsburgh and find your letter of the 5‘ of December. 
A matter of great importance to me just now is the question of a simple and economical device for 
converting alternating to continuous currents, and | hope that you will let me know abuot this with as 
little delay as possible. In the meantime | trust that you will speedily complete the arrangements which 
you say are of vital interest to you. 

Yours truly, 


Geo. Westinghouse. 


New York, Dec. 12", 1898. 
#46 & 48 E. Houston Str. 
Mr. Geo. Westinghouse, Jr., 
Pittsburgh, Pa. 
Dear Mr. Westinghouse: - 

Although your kind letter of Dec. 8°" does not require an immediate answer, | 
wish to assure you that | am making no effort to bring this device on the market as soon as possible. | 
am confident that the arrangements to which | have reference in my last letter to you will be completed 
soon, as | have the assurance of the effect of men who are beyond any doubt. 

Meanwhile it will be of my most sincere hopes that my labors may result in a personal 
advantage to you. 


Yours sincerely, 


Westinghouse Electric & Manufacturing Company. 
120 BROADWAY, 


NEW YORK, N.Y. February 21%, 1899. 


Nicola Tesla, Esq., 
#46 East Houston St., City. 
Dear Sir: - 
We beg to remind you that your note for 
$6.000.00 
+ Interest. 90.00 


Total $6090.00 


Is payable at this office on February 28", 1899. 
Kindly have funds here in time to meet the same and thereby oblige, 
Yours truly, 
G. W. Hebord 


Acting Vice President. 


New York, Feb. 24°", 1899 
#46 & 48 E. Houston Str. 
Westinghouse Elec. & Mfg. Co., 
120 Broadway, 


New York City. 


Gentlemen: - 


Your very categorical reminder of Feb. 21rst has been duly received, and with the exception of 
its being premature, unnecessary and rather terse in expression, and implying the erroneous 
assumption that | was forgetful of assumed duties, it was appreciated and approved as an effort to 


discourage the objectionable habit of borrowing money. 


Long ago | would have taken the pleasure of calling on you with reference to the agreeable 
cause of our last meeting, had | not been since that time engaged in psychological research, to which the 
recent utterances of my illustrious friend, Sir William Crookes, have prompted me. | am variance with 
him and other philosophers as to the origin of mental states and transmission of mind efforts. 
According to my contention, there is no mental state which would not be the direct result of physical 
impressions, not can there be any influence of mental efforts at a distance. This vey experience with 
you has afforded me a striking illustration of the truth of my contentions. The other day | dreamt that | 
received from you a check for fifty thousand dollars, inclosed in a letter, the wording of which | cannot 
now exactly remember. | think, though, you stated that this sum was but a small compensation for 
services | had rendered to you for several years. | can distinctly recall that, among other things, you 
referred to me going to all my wealthy friends and enlisting their interest on your behalf at a time when 
you were in adversity, and to my great help in connection with your enterprises at Niagara, Massena 
and many other places, and if | do not err, judging from your statements, you seemed actually 


overwhelmed, not to say distressed, as the amount of indebtedness to me. 


Now on awaking, | began to investigate the origin of this singular dream, which gave me much 
pleasure for a moment, and after carefully examining all of the old shelves of my memory, | satisfied 
myself thoroughly that, in accordance with my views, every particular of this dream was suggested by 
events which had actually occurred. Naturally | was greatly interested to see where there was any truth 
to the doctrine of thought transmission, which my illustrious friend and some of his followers are now 
propounding. Of course, while of the opposite opinion, | could not ignore the views of such high 
authorities, and my interest naturally rose to the point of excitement as the 28" of February drew near. 
| was about at the height of my expectations, when your appreciated favor of the 21rst inst., before 
referred to, reached me. Its contents left no room for doubt in my mind, that there was not any thought 
transmission in this instance, and | was further strengthened in my view that the interaction and 
equivalency of efforts, which Spencer so eloquently propounds in his “First Principles” and which 


literally apply to the material world, do not hold good for mental states. 


The recognition of these important truths and unification of the several corrollaries and 
deductions derived from them, will forcibly lead to the foundation of a new system of philosophy, 
extremely materialistic in its general aspects and characteristics, but highly useful for all practical 
purposes, when thoroughly compredended and rigorously applied in all dealings and relations with our 
fellowmen. The current belief in the integral restoration of efforts not demonstrable by material 
evidences, which has heretofore often formed the basis of verbal understandings and agreements 
greatly to the advantage of those whose epidermis is developed to such an unusual degree of thickness, 
which is peculiar to a certain class of low animals commonly known as crocodiles — will gradually 
disappear and will be finally restricted to those individuals who have a natural predisposition for the 
non-fulfillment of their objects and desires in the various pursuits of life. It will become an absolute 
necessity for the furtherance of worldly interests and maintenance of friendly and harmonious relations 
to establish in advance exact, material and tangible equivalents for all of our efforts and performances, 
and it will be soon recognized that a close observance of these principles will be condutive a great 


success, while ignoring them will, sooner or later, bring about a disasterous failure. 


Apologizing that under the spell of these thoughts | have forgotten myself to dwell at length on 
this subject, possibly of no interest to you, and calling your attention to the inclosed check for $6090.00, 


the receipt of which you will oblige me by acknowledging, | remain, with thanks, 


Yours truly, 


Inclosure. 


Westinghouse Electric & Manufacturing Company, 


120 BROADWAY, NEW YORK, N. Y. February 27th, 1899. 


Nikola Tesla, Esq., 
#46 East Houston St., City. 

Dear Sir: - 

We have to acknowledge receipt of yours of the 24" inst. enclosing your check for 
$6090.00 to retire your note due on February 28". 

We therefore return you herewith your note of Nov. 30", 1898: Your letter of November 30" 
addressed to the Tesla Company, and Your receipt of the same date, all of which we trust will reach you 
safely. 

Yours truly, 
G. W. Hebord 
Acting Vice President 


Enc. 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


New York, 
April 20°. 1899. 


Dear Mr. Tesla: 

| was sorry not to see you when you were in, but my engagement was such that | could 
not come from the Club to see you. This letter will be handed to you by Mr. Mershon, who knows all 
about the electric light and power matters in and about Pike’s Peak, having been connected with the 
Colorado Electric Power Company. | have asked Mr. Mershon to giveyou all the information in his 
power, and if there is anything further that can be done, in any way or letters on otherwise, | shall be 
glad to render any assistance possible. 

Very truly yours, 


Geo. Westinghouse 


Nikola Tesla, Esq: 
46 East Houston st., 


New York. 


New York, Jan. 22"¢, 1900. 
46 & 48 East Hoston Str. 
Mr. George Westinghouse, Jr., 
Pittsburgh, Pa. 
Dear Westinghouse: 

Please receive the following communication as a personal one. | have just returned from 
Colorado, where | have been carrying on some experiments since a few months past. The success has 
been even greater than | anticipated, and among other things | have absolutely demonstrated the 
practicability of the establishment of telegraphic communication to any point on the globe by the help 
of the machinery | have perfected. In carrying out the plan | shall want a direct connected engine and 
dynamo of at least three hundred horse-power, but preferably more, on either side of the Atlantic, and 
as this would involve a considerable expensive which, in view of the apparent impossibility of the 
problem, and also because of a panicky feeling all around, | fear | would have difficulty in securing, | wish 
to ask you whether you would not meet me on some fair terms in furnishing me the machinery, 
retaining the ownership of the same and interesting yourself to a certain extent in a way which | cannot 
yet clearly specify, but which might be found after a mutual exchange of ideas on the subject. | am 
naturally prompted by self-interest in making this proposal, but you may believe me that, behind it, 
there is also a sincere desire to advance our own. The demonstrations which | have made in Colorado 
are of such a nature that they preclude the possibility of a failure, and the performances of the 
machines which | have developed are of such character as to almost surpass belief. You will know, of 
course, that | contemplate the establishment of such a communication merely as a first step to further 
and more important work, namely that of transmitting power, but as the latter will be an undertaking on 
a much larger and more expensive scale, | am compelled to first demonstrate one feature to get the 
confidence of capital. 

| am obliged to accompany this proposal by a request which you will greatly oblige me by 
complying with without much delay. | have been so enthused over the results achieved and have 
worked with such a passion, that | have neglected to make such provisions for money as would have 
been dictated by prudence, and on my return | find that | may have to make some payments before 


certain funds, which are due to me, may reach me. Being thus compelled to borrow money, | turn to 


you to ask whether your Company will not advance me, say $6000, on the guarantee of my royalty rights 
for England, or, if preferable, whether they would not buy outright my claims on the royalty for a sum of 
$10,000. | would prefer to borrow money and pay the interest, as | am not quite sure that | ought to sell 
my share, which is four ninths of the total about due to my Company, not knowing exactly whether, in 
so doing, | might hurt the interests of my associates, Mr. Brown and Mrs. Peck. Needing, however, the 
money and thinking that my right in your hands, would, if anything, enhance the value of their share, 
since it would give your Company an additional cause to push the business, | have ventured to make this 
suggestion. At any rate, | hope that you will be able to mail me a check within a day or two, on 
whatever terms you may prefer. | shall certainly be greatly obliged for the service. 

| make no secrecy of needing the money, but as regards the plan of transmitting messages, | 
would not want yet to be known until some of my patents, which are allowed, shall have been issued. 


Yours sincerely, 


MEMORANDUM OF AGREEMENT: made and entered into this tenth day of April, One Thousand Nine 
Hundred, between Nikola Tesla, of the City, County, and State of New York, and the Westinghouse 
Electric and Manufacturing Company, a corporation organized and existing under the laws of the State of 
Pennsylvania, WITNESSETH: 


WHEREAS, The Tesla Electric company entered into an agreement with the Westinghouse Electric 
Company, Limited, bearing date the 22™ day of May 1896, by which is sold, assigned, transferred and set 
over to the said Westinghouse Electric Company, Limited, all its rights under Letters Patent of Great 
Britain and certain British Colonies upon inventions of Nikola Tesla, relating to the electric transmission 
and application of energy by alternating currents, as enumerated in “Schedule A”, attached to said 
agreement, and also all its rights to the renewal, reissue or extensions of said letters Patent, or any of 
them, and all the rights for Great Britain and the British Colonies upon improvements theretofore made 
or that might thereafter be made by Nikola Tesla, in the system of transmission or distribution of power 
by alternating currents covered by said patents, or any of them, or apparatus, machinery, appliances or 
devices connected therewith: and, 


WHEREAS, the said Westinghouse Electric Company, Limited, in consideration of the rights 
conferred as above, agreed, among other things, to pay to the said Tesla Electric Company, one-quarter 
of all royalties which it might receive from licenses under said patents or any of them of by way of 
damages for the infringement of said patents, and also royalties equal to twenty-five percent of the 
average rate at which other manufacturers pay royalty to said Tesla Electric Company, for the use of said 
patents for all apparatus which the said Westinghouse Electric Company, Limited, might itself 
manufacture and sell under the protection of said patents after the date of the said agreement; and, 


WHEREAS, the said Nikola Tesla is now desirous of selling and assigning his said interest to the 
royalties to be paid under said agreement of May 22, 1896, to the Westinghouse Electric and 
Manufacturing Company: 


NOW, in consideration of the return to said Nikola Tesla, of his note to the Westinghouse Electric 
and Manufacturing Company, for Six Thousand Dollars ($6,000.) with interest, dated January 30, 1900, 
and the further sum of Four Thousand Dollars ($4,000) paid upon the execution and delivery of this 
agreement, to said Nikola Tesla, by the Westinghouse Electric and Manufacturing Company, all of the 
said interest which he, his heirs or assigns may have in the royalties which may be due to the Tesla 
Electric Company, under the terms of the agreement of May 22, 1896. 


IN TESTIMONY WHEREOF: we have caused these present to be executed the day and year first 
above written. 
Nikola Tesla 
WITNESSES: 
Charles A. Terry — 
Secretary. 


STATE OF NEW YORK 
ESSm 
COUNTY OF NEW YORK: 


On this tenth day of April, in the year One Thousand Nine Hundred, before me personally came 
Nikola Tesla, to me known, and known to me to be one of the parties described in and who executed the 
foregoing instrument, and he acknowledged to me that he executed the same. 
H. M. Capel 
Notary Public, N. Y. County, N. Y. 
STATE OF NEW YORK 
:SS- 
COUNTY OF NEW YORK: 


On this tenth day of April, in the year One Thousand Nine Hundred, before me personally came 
Charles A. Terry, to me known, who being duly sworn, did depose and say that he resided in New York 
City; that he is the Secretary of the Westinghouse Electric and Manufacturing Company, the corporatie 
described in and which executed the above instrument; that he knew the seal of said corporation; that 
the seal affixed to said instrument was such corporate seal; that it was so affixed by order of the Board of 
Directors of said corporation, and that he signed his name thereto by like order. 


H. M. Capel, 
Notary Public 
New York County, New York 


New York, April 10, 1900. 


Westinghouse Electric and Manufacturing Company, 
120 Broadway, New York City, New York. 


Gentlemen: -- 

Referring to the agreement entered into this day regarding my share of royalties to be 
paid by the Westinghouse Electric Company, Limited, to the Tesla Electric Company: | guarantee that | do 
have not made any agreement or engagement with any one else which will in any way interfere with the 
payment of the four-ninths of the royalties to you in accordance with this agreement, and | will, if 
necessary, obtain any further consents from the other parties interested in the Tesla Electric Company. 


Yours truly, 


GEO. WESTINGHOUSE. 

PITTSBURGH, PA. 

120 Broadway, New York, 
September 5", 1900. 
Dear Doctor Tesla: 

On my arrival in New York this morning | find your letter of August 30", for which | thank 
you most sincerely. | think we are both to be congratulated on the outcome of the suit: you, because 
the Courts have awarded you to you the credit for a great invention; and we, because we are likely to 
have our rights respected so that we may reap some of the advantages due to the large expenditures we 
have made in the commercial development of your inventions. 

You know | appreciate your sympathetic interest in my affairs. 

Believe me, 

Most sincerely yours, 


Geo. Westinghouse 


New York, March 13", 1901. 


46 & 48 East Houston Str. 


Mr. Geo. Westinghouse, Jr., 
120 Broadway, New York City. 
Dear Mr. Westinghouse: - 
In accordance with our conversation to-day | wish to say, that | shall hope to have the pleasure 
of seeing you in Pittsburgh next Tuesday. It will be best, under the circumstances, to post-pone a 
further step until that time. 
With thanks for your courtesy, | remain, 


Yours very truly, 


GEO. WESTINGHOUSE. 
PITTSBURGH, PA. 


New York, March 18", 1901. 


Nikola Tesla, Esq, 

46 & 48 East Houston St., 

New York. 
Dear Mr. Tesla: 
| duly received your letter saying that you would be in Pittsburgh Tuesday in accordance 

with our conversation. | find that important business matters will keep me in New York until Tuesday 
night, and | therefore trust it will be quite convenient for you to be in Pittsburg Wednesday. 

| now expect to go by the train leaving Jersey City at 8:44 p.m. tomorrow, and if that train will be 
a convenient one for you, | should be glad to have you go with me on my car, which, upon inquiry, you 
will easily find in that station. 

If convenient for you to do so, kindly come to Jersey City at about 7:30, so that you may dine 
with us on the car. 

Truly yours, 


Geo. Westinghouse 


COPY. 
Waldorf-Astoria 


New York. Jan 11. 1906. 


George Westinghouse, Esq., 
120 B’way., New York. 
My dear Mr. Westinghouse: 

Has anything happened to mar the cordiality of our relations? | would be very sorry not only 
because of my admiration for you but for other serious reasons. 

The transmission of power without wires will very soon create an industrial revolution and such 
as the world has never seen before. Who is to be helpful in this great development, and who will derive 
from it greater benefits than yourself? 

Please be mindful in your contact with others-not of my personal interest, for that is of little 
consequence-but of this far advanced work now in the delicate stage of a sprout. It is easy to destroy 
and difficult to succeed. 

| ask no favor but | would like to feel that you entertain for me the same high regard which you 
have always shown. 


Yours very truly, 


165 Broadway, New York. 
November 21, 1908. 


Mr. George Westinghouse, 

165 Broadway, 

New York City. 

Dear Mr. Westinghouse: -- 

| have read in the papers of this morning with great pleasure of the success of your plan of re- 
organization. 

The strength of a man shows itself in adversity. You have overcome obstacles which seemed 
insuperable and once more shown that you are one of those who cannot be downed. Please accept my 
heartiest congratulations. 


Yours faithfully, 


GEO. WESTINGHOUSE. 
PITTSBURGH PA. 


November 24, 1908. 


Dear Mr. Tesla: 

Very many thanks for your letter of November 21°. There is very much yet to do before all of 
my things get settled down. 

| thank you sincerely for the hearty congratulations. 

Truly yours, 
Geo. Westinghouse 

Nikola Tesla, Esq., 

165 Broadway, 


New York City. 


165 Broadway, New York. 
June 4", 1910. 


Dear Mr. Westinghouse: - 
My friend Brishane writes many rotten editorials but he is a genius and when he strikes 
the proper subject, he does it well. The enclosed is one of those. 


Yours sincerely, 


George Westinghouse, Esq., 


165 Broadway, New York. 


Enclosure. 


165 Broadway, New York. 
August 10°, 1910. 
Dear Mr. Westinghouse: 
| suppose you cannot help feeling disappointed at the ingratitude of some who are now 
heading the great enterprise which your genius has created, but such statements as the enclosed may 
afford you some consolation. 
With expressions of high esteem, believe me, 


Yours very sincerely, 


George Westinghouse, Esq., 
165 Broadway, New York. 


enclosure. 


GEO. WESTINGHOUSE 

PITTSBURGH, PA. 

August 15, 1910. 
Dear Mr. Tesla: 

Many thanks for your letter of August 10" with its enclosure from the Evening Mail, 
which | had already seen. | am quite sure you will live to see a great change in the sentiment of the 
public in regard what may prove to be only a temporary reverse. 

With thanks to you for your letter, | am, 
Very truly yours, 


Geo. Westinghouse 


Mr. N. Tesla, 
165 Broadway, 


New York. 


165 Broadway, New York. 
August 19, 1910. 
Dear Mr. Westinghouse: 

Acknowledging receipt of your kind letter of the 15". | sincerely hope that you will very 
shortly be again in the position you have heretofore occupied in connection with the great industries 
which own their existence to your untiring efforts. | feel sure that a large majority of the public is 
entirely in sympathy with you. 

Believe me, 


Yours faithfully, 


George Westinghouse, Esq., 


Pittsburgh, Pa. 


DUPONT CIRCLE, 
WASHINGTON, D.C. 
Windsor Hotel 


New York Dec 28" 


Dear Mr. Tesla 
Your very considerate letter touched Mrs. Westinghouse and myself very deeply. 
| had told my mother of you and was hoping to have you visit us so she could see you and now can never 
be. We thank you sincerely, for your sympathetic words and trust you may have a healthy New Year and 
much happiness. 
Sincerely yours, 


Geo Westinghouse 
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LA MEMORIAL SOCIETY, INC. 

2! Maddaket, Southwyck Village 

Scotch Plains, New Jersey 07076 
Letter from Nikola T o Edward Dean Adams dated January 9, 1893 
Draft of text handwritten on Gerlach Family Hotel stationary (italics to show indistinct 
writing) 


First handwritten page) 


New York Jan. 9 1893 (bold preprinted on Hotel stationary) 
Year Mi 


ast night in going with Mr. White over the c/ear specification of Prof. Xxxx’s I noted 
hat Prof, Yxxx's wishes 1 2ed of t ie to be about 150 rev. I thought it barely 
rossible that all the det t iined to him and that consequently he 
might not be aware of 0 i disadvantages resulting from the load speed. For 
instance from the sketch howed me | understood, that the distance between the wall 


and the dynamo was only 8 feet ont umption, that the dynamo had a diameter of 
something like 19 feet. N believe that in the design of Mr. Schmid 


(Second handwritten pag 


the dynamo is of very nearly the above diz “’ on the assumption that the speed of the 
turbine is 250 rev, | 1 would reduce the speed it would necessitate, if proper rules of 
construction are observed. that the diameter of the dynamo be made considerably larger, 
which would leave still a smaller space between the wall and the machine, and this I 
think, with such sigiiificast met ry which will be viewed by Morivands, would be 


decidedly bad course, | nee say that such a low speed dynamo would cost much 
more. Iam of the opinion that you shoul sider this, so much the more, as Prof. 
Joe : yw speed but surely would prefer it if it 
rac large enough 


Kindly consider th mmunt i others which I may make entirely 
personal as | woulc 1 the risk fending Prof. \xxxx, whom I highly esteem 


Your 


WHT/tmsxa 
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rESLA MEMORIAL SOCIETY, I 
Maddaket, Southwyck Village 
Scotch Plains, New Jersey 07076 
Letter from Nikola Tesla to Edward Dean Adams dated February 2, 1983 
Draft of text handwritten on plain stationary (italics to show indistinct writing or 
clarification) 
(First handwritten page) 
Feb. 2, 1893 
Mr. Ada 
Your fav, (favor) has just reached me. The danger when working unattended is 
not as great as you may suppose ve been constantly at work with currents up to a 
quarter million volts for two or three years past and have met with only one accident. Of 
all forms of energy harnessed in the service of man, that of electricity is certainly the 
least dangerous were it only on account of the fact that but a single person can be injured 


at a time 
| 


I have not as yet heard trom Germany but | have not the slightest doubt that all 
Companies except Helios, who have a the rights from my Company will have to 


stop the manufacture of phase motors. | cedings against the infringers 
(Second handwritten page) 


have been taken in the most energetic w y the Helios Co, It is for this reason that our 
enemies are driven to the single phase system and rapid changes of opinion 
In regard to your query about synchronous motors | would say that the motors 
will run in exact synchronism with the generator in spite of any number of 
nsformations. We can also make according to my patents changes in the speed as we 
For I n at any fraction (within certain limits) o1 
juitipies ua In t 
distribution. | would a a 4 id ronous forms of motor we have also 
such as required for the operat f devi quiring great effort but not constant speed, 
as for instance, cranes e.t 
That the phase system is not vet i1 ‘nsive operation is due merely to 
circumstances of which you are aware to some extent. A number of motor plants have 
been put in mines where they have given the utmost satisfaction. There is no danger that 
the phase system will be superceded (varicii/ of superseded) by the single current system 
The advantages of the former are to (sic) great, Next time I have the pleasure to meet 
you [ will show you the reasons 


Sincerely yours 


N Tesla 


Visit our website: feslamemorialsociety.org 


mmunication. (Written vertically in the 
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TESLA MEMORIAL SOCIETY, INC. 
21 Maddaket, Southwyck Village 
Scotch Plains, New Jersey 07076 


Letter from Nikola Tesla to Edward Dean Adams dated February 6, 1893 
Draft of text handwritten on plain stationary (italics to show indistinct writing or 
clarification) 


(First handwritten page) 
Feb. 6, 1893 
Dear Mr. Adams, 


I thank you for your attention shown by your letter of the 4" inst. which has 
reached me in due course together with enclosures which I herewith return. 

In regard to the article you had the kindness to call to my notice I would say that 
the writer has expressed a number of times quite opposite views. 1 have been sorry to 
find his contributions as a rule so weak, that it was quite impossible forme to comply 
with scientific courtesy by answering them. The plan proposed by him is many years old 
and has been repeatedly tried especially at the debut of the alternating system, but was 
found impracticable. I would want to have a longer 


(Second handwritten page) 


{ 

talk with you to explain some details and you would at once see the absurdity of the plan. 
Were it at all practicable I could prove at any time that my system would offer a saving of 
40% - 50% over his 

I have to tell you the term “multiphase motors” comprises 3 distinct forms of my 
motors: 1) Non synchronous (used at Lauffer) 2) Synchronous but entirely alternating 3) 
Synchronous with field — directly excifed. All criticisms apply only to the first two 
forms. In both forms the highest efficiency can be reached, and their only defect is that 
the current is somewhat larger than it Ought to be in a perfect machine. This defect, 
however, does not amount to anything in ordinary practice as it may be made to disappear 
entirely. To illustrate, we only need to raise the e.m.f. 25% and we save on copper even 
against the direct current system 


(Third handwritten page) 


Objections as to the current have therefore no weight, as it is much easier to run a 
machine which has no commutator or brushes with an e.m.f. 25% higher than a direct 
current machine with an adequately smaller e.m.f. Not to speak of the advantages which 
the ideal simplicity of these machines affords in the long run. 

Under frequent conditions in practice it would be entirely impossible for any 
system to compete this ideally simple one; but | must say that again under different 
conditions a better solution is possible. This is the third form of my motor. This form 


Visit our website: ‘es/amemorialsociety.org 


it is the most efficient form of elect 
shown that on such machin 


if my system and for a good reason, because 
» that has been produced to this day. I have 
| y 


ble conditions an efficiency of 97% can be 


obtained. In output per weight 1 led 


(Fourth handwritten page) 

by no machine whatever, direct o1 
running in absolute synchronism with the ge 
This is the type of machine you have seen any 


it also possesses the ideal feature of 
erator, while it has a good starting figure 
which the W. Co (assume Westinghouse 


alternat 


i: need not think that this form of machine 


Company) propose to use | 


has not beer ughly tr \ ‘ly is equivalent to two or three 


syncnroniz 20 ine 

advantages of vital import ts, especially, it would be 
utterly impossible for any The advantages of this system are 
so great that even had we iting current motor requiring two wires, 


the system would have to 
the capital 


Oona 


s it comes to earning dividends on 
rhe three wi direct current distribution comprising 


ves ; adopted. But what is recognized 


become dire necessity in the 


very small advanta 
merely an advantage in dir vill 
alternating system 

(The following written veri margin of the fourth page) 


Sincerely yours 


N Tesla 
Excuse haste 


WH1 


tmsxc 
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TESLA MEMORIAL SOCIETY, INC. 
21 Maddaket, Southwyck Village 
Scotch Plains, New Jersey 07076 


Letter from Nikola Tesla to Edward Dean Adams dated March 12, 1893 
Draft of text handwritten on Gerlach Family Hotel stationary (italics to show indistinct 
writing or clarification and bold to show text underlining) 


(First handwritten page) 
New York, March 12 1893 (bold preprinted on Hotel stationary) 
Dear Mr. Adams 


Although I have had exchange of thoughts with you in regard to your fav. (favor) 
of Feb. 23™ | consider it necessary ti ress myself quite clearly and by letter in regard 
to that subject 

The patent of Thomson Nr. 363.15 ) which reference is made, has absolutely 
nothing to do with my discovery of rotating magnetic field and the radically novel 
features of my system of transmission of power disclosed in my foundation patents of 
1888. All the elements shown in the Thon patent were well known and had been 
used long before by a number of 


(Second handwritten page) 


experimenters. | myself exhibited devices early in 1887, but | was not encouraged to 
work in that direction as 1 found that the motor was very inefficient and that the 
commutator and brushes caused trouble. | showed in my patents that alternating motors 
could be run without the employment of a commutator and | produced an efficient and 
practical motor, which I was able to run either on multiple or single alternating circuits 


In fact, one of the many reasons why | advocated the adoption of two phase currents 
hase sh that a two phase motor was better 
sutiable tor singie OF OFdiné a i id De Operated these 
circuits with fair efficiency, though smaller than that obtained by the use of multiple 
supply circuits. Some engineers do not realize this even today 
As to the Bradley patents 


(Third handwritten page — on Hotel letterhead stationary) 


to which reference is likewise made, | would think it fair to all concerned that a thorough 
examination be made of their history and bearing. Such examination, which has been 
made by myself without the slightest prej >, will convince you that in the earliest 
patent there is not the least //n/ of a method of transmission of power which would be 
novel, or of devices which would not have been described before. As regards the later 
patents they are plainly covered by my fundamental claims. 

Engineers are beginning now to 
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(Fourth handwritten page) 


notice that the earning capacity ot 
phase is much greater and that we 


ana 


are 


systems of distribution multiple circ 


be on one single circuit, could sati 


very limited value in a year or two 


will rise to use more than one circuit 


process merely for the sake o 


and con 


Visit our 


website 


nating plant with currents of more than one 
ly driven to introduce in our alternating 
e think that a perfect alternating motor, to - 
in reality such a motor would have a 
sonsequence of competition the necessity 


he direct systems had to go through such a 


+’, and their engineers had to make 


t that 
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Southwyck Village 
Plains, New Jersey 07076 


Note from Nikola Tesla to Edward Dean Adams dated March 22, 1893 
Draft of text handwritten on 5 x 8 inch lined notepaper (italics to show indistinct writing 
or clarification and bold to show text underlining) 


(First handwritten sheet) 
New York March 2 
Dear Mr. Adam 


Your fav. (favor/letter) received ird f “Electrician” of Aug. 5 

The writers of these e itely ur ted (that is they were) with 
some facts. For instance the I v1 jing the motor in a certain 
way absolute constancy of the fie { 1 wit es. so that it is the same as 


far as this is concerned 
(Second handwritten sheet) 


whether there are #vo or a million phase t the e r the Authors make is that 
they express the belief that the constanc ield is for the e icy of the 
motor, In my earlier work | thought so ang istructe vith phases. You 
will find in going over my writings and pa that I t advat all these 
views, and what these writer ite in thi al is € epetition of what I have 
shown or stated. But I convinced n 


(Third handwritten sheet) 


rent 


as I have pointed out long ¢ i f the magnetic circuit must be 
influenced by practical con nce some of my first motors I made with 
holes in the armature and fi the magnetic circuit more completely. 


This causes some disadvant line is worked 


LUIS COMSC 


(Fourth handwritten sheet) 


directly, also when it is oper f former (more or less). We found that for 
each motor, according to what it t certain rules of construction had to be 
followed. On this entire box i tten. Even presently there are perhaps one half 
a dozen Engineers who know fairly well this subject 


iexlamemorialsociety.org 


I have to advise you to accept the two phase plan, though it would be much more 
for my personal interest if you would decide for the three phase. 1 shall explain this to 


you when [ next have the pl 
Yours sincerely 
N Tesla 


Excuse in haste 


WHT/tmsxf 
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WU, S. Circuit Court, 


EASTERN DISTRICT OF PENNSYLVANIA. 


Testa Evectric Co. 
No. 28 April Ses- 


VS. sions 1897 
In Equity. 


Scorr & JANNEY ET AL. 


Kerr, Pace & Coorsr, for Complainant. 
ALBERT H. WatkER, for Defendants. 
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McPHERSON J. 


The defendants are charged with infringing letters 
patent Nos. 511,915, and 555,190, granted to the 
plaintiff as assignee of Nikola Tesla. The patents 
relate to electro-magnetic motors operated by alter- 
nating currents of electricity, and the points in 
controversy cannot be understood without a brief pre- 
liminary consideration of certain properties manifested 
by the electric fluid. I condense the following account 
from the brief of plaintiff’s counsel, understanding that 
no objection is made by the defendants to the accuracy 
of the theory now to be repeated : 

Suppose two coils of insulated wire, A and B, to be 
wound in opposite directions and placed at two points 
on a soft iron bar, C. If a current of electricity be 
passed thro either coil, or thro both coils, the bar will 
become a magnet for the time being. If a current of 


‘ 
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Polyphase Motor Case, Complainant Tesla Electric Company, April 1897 
University of Michigan Library 


2 


given direction be passed thro coil A alone, a north 
pole will be thus produced at one end of the bar, 
and a south pole at the other end. The same 
curient passed thro coil B slone will also produce 
north and south poles, but in reversed positions. If 
the same current be passed thro both coils at the 
game time, a north pole will be produced in the 
bar midway between the coils. If the current thro 
coil A is weaker than the current thro coil B, the 
stronger current will have more influence upon the po- 
sition of the pole, and will fix it nearer to A than to B. 
If the stronger current be shifted from A to B, the po- 
sition of the pole will also be shifted to a point nearer 
to B than to A; and thus, by increasing and decreas- 
from zero to maximum the relative strength of the cur- 
rents through the respective coils, the pole may be 
made to travel backward and forward from one end of 
the bar to the other. If, therefore, a magnetic bar or 
armature, D, be suspended near the bar, and be free to 
move, it will inevitably follow the pole in this back- 
ward and forward movement. The bar need not be con- 
tinuous, and need not be straight ; it may be bent into 
the form of aring. Soft iron forms a better path for 
the magnetic lines that flow from the coils, than the air 
affords; but the lines will pass thro the air for some 
distance, and therefore the middle section of the bar 
may be removed, leaving only the sections that are sur- 
rounded by the coils, or the bar may be removed alto- 
gether. In either event the armature D will still be af- 
fected magnetically, while its movement may be less 
obstructed. The partial removal of the bar may there- 
fore be an important physical advantage. The move- 
ment of. the armature will depend upon the relative 
strength of the magnetizing influences of the coils, and 
upon the forces that may be set in motion by these in- 
fluences, 

If, therefore, the pole is to shift uniformly, and is 
thus to produce a uniform magnetic attraction, the 
electric current passing thro each coil must vary in 
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strength, and must vary uniformly. There must be a 
definite relation between the two currents, and 
this relation must be constant in all the 
changes in strength that the currents undergo. 
Tesla discovered—and the discovery has been 
of vast importance—how to use alternating currents of 
electricity so as to bring about this uniform shifting of 
the poles or attractive forces in a motor, and thus to 
cause the rotation of an armature, and the consequent 
transmission of power. 

A continuous current of electricity flows in one 
direction only and in its course does not vary much in 
strength. An alternating current flows backward and 
forward, and in its course varies in strength four times 
between zero and maximum. It being at zero, in- 

‘creases in @ given direction to maximum, decreases 
again to zero, increases to maximum but now in the 
opposite direction, and finally decreases once more to 
zero. The following curve will serve to illustrate what 
takes place ; 


MUUAA AIP 


INARI. 


The application of alternating currents in the opera- 
tion of motors will be hest shown by examining 
another of Tesla’s patents, No. 381,968. Figure 8 of 
this patent shows a generator of alternating currents, 
and a motor connected therewith. In this motor the 
soft iron bar C is bent into the shape of a ring, around 
which are wound two pairs of magnetizing coils A and 
B, arranged alternately. The armature D is centrally 
mounted within the ring, and is free to revolve upon 
this central axis. Ifa current be passed through coil 
A alone, a horizontal line of polarization will be de- 
veloped in the core C. A similar current through coil 
B alone will develop a vertical line of polarization, 
while currents of equal strength passed through both 
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sets of coils at the same time will produce a resultant 
line of polarization that will be diagonal in 
direction, midway between the horizontal and vertical 
lines. If the two currents be applied at the same time, 
but varying in strength and direction, the poles will 
travel around the ring, and the shifting magnetic 
attraction, or rotating field, will draw the armature 
after it. The necessary variations in the strength and 
direction of the two currents are produced in the 
generator. What takes place there is thus detailed in 
the account I have been following: 

“E and Fin said generator are two field-magnet 
poles, G a cylindrical armature mounted to rotate 
between them, and H K two coils wound on the arma- 
ture at right angles to each other. 

* It is well known that when any coil is moved in a 
magnetic field so as to cut, at right angles, the lines of 
force extending between the poles, a current is de- 
veloped in the coil, which depends for direction upon 
the direction of movement of the coil with respect to , 
the magnetic lines, and for strength or potential upon 
the number of lines cut per unit of time. 

“In any given generator, therefore, such as that 
of Fig. 3, in which the magnetic lines may be assumed 
to extend across, in parallelism, from one pole to the 
other, an armature coil H moving through such a field 
in a circular path will, at one instant of time, cut no 
lines of force, since its direction is parallel to the 
direction of the lines. At such instant the coil is 
developing no current, and is said to be in the neutral 
position. 

“At another point in its path, 90 degrees from 
the neutral point, the coil is cutting the lines 
of force at right angles. It is then said 
to be in the maximum position, because its direction 
is such as to cut the greatest number of lines per unit 
of time, and, therefore, to produce the maximum cur- 
rent. At every intermediate point in its path, from the 
neutral to the maximum points, it is evident that the 
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coil will cut a gradually increasing number of lines of 
force in a given angular movement, and will in conse- 
quence develop a current which rises from zero to 
maximum. 

“The coil, in passing beyond the maximum point, 
develops gradually less current until it reaches a point 
180 degrees from the start, where it is again said to be at 
the neutral point, and its current is nil. In moving 
through the next 180 degrees of arc, the action above 
described is repeated, but the direction of current is 
reversed, since the coil is moving in the opposite direc- 
tion across the lines of force. When the coil has re- 
turned to the assumed starting point, it has undergone 
a complete cycle of changes, and a current has been 
developed which, in potential and direction, corre- 
sponds throughout to the position and movement of 
such coil. These cycles of current may, therefore, be 
regarded as divided into 360 degrees, and we may ex- 
press the relations of any two of such currents by a 
statement of their relative displacement as measured 
by such a-seale. Thus, two currents are said to be in 
phase, when they rise and full simultaneously, and in 
the same direction. They are said to differ by 90 de- 
grees, or a quarter of a cycle or phase, when one begins 
to rise from zero positive at the instant that the other 
begins to fall from maximum positive, and so on. 

“Inthe generator under consideration the coils H 
and K, having an angular displacement of 90 
degrees will generate alternating currents differ- 
ing by 90 degrees, or a quarter phase ; or, in other 
words, the periods of maximum current in one coil 
coincide with those of minimum current in the other, 
and conversely. If, then, the generator coils K and H 
be connected in circuit with motor coils A ‘and B, 
respectively, the resulting action will be as shown in 
the accompanying series of figures : 

“ Starting with the generator coils in the position 
indicated in Fig. 8, the current in coil H is practically 
ntl; whereas, the coil K is at the same time develop- 
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ing its maximum current; and, since the last-named 
coil is in circuit with motor coils B, a magnetization of 
the ring C results, the poles being in a vertical line 
N, 5. 

“ When the generator coils have made one-eighth 
of a revolution and reached the position indicated 
in Fig. 4, both will be generating currents, which, 
owing to the position of the coils in the field, 
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will be of equal strength. Both pairs of motor coils 
A and B will, therefore, receive equal currents; and 
the poles, resulting from the conjoint magnetizing 
effect, will have advanced along the ring to a position 
corresponding to one-eighth of the revolution of the 
armature of the generator. 

“ In Fig. 5 the armature of the generator has pro- 
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gressed to one-quarter of arevolution. At the point in- 
dicated the current in the coil H is maximum, while in 
K it is ntl, the latter coil being in its neutral position. 
The poles of the ring will in consequence be shifted to 
a position 90 degrees from that at the start, as shown. 
In like manner the conditions existing at each succes- 
sive eighth of one revolution are shown in the remain- 
ing figures, a short reference to which will suffice for 
an understanding of their significance. Fig. 6 
illustrates the conditions which exist when 
the generator armature has completed  three- 
eighths of a revolution. Here both coils are 
generating current, but the coil K, having now 
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entered the opposite field, is generating a current in 
the opposite direction, having the opposite magnetizing 
effect; hence, the resultant pole will be on the line 
NS, as shown. In Fig. 7 one-half of the revolution of 
the armature of the generator has been completed, 
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with the resulting magnetic condition of the ring as 
shown. In this phase coil H is in a neutral position, 
while coil K is generating in maximum current, which 
is in the same direction as in Fig. 6. The poles will 
consequently be shifted through one-half of the ring. 
In Fig, 8 the armature has completed five-eighths of a 
revolution. In this position coil K develops a less 
powerful current, but in the same direction as before. 
The coil H, on the other hand, having entered a field 
of opposite polarity, generates a current of opposite 
direction. The resultant pole will, therefore, be in the 
line N 8; or, in other words, the poles in the ring will be 
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shifted along five-eighths of its periphery. Fig. 9 in 
the same manner illustrates the phases of the genera- 
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tor and the ring at three-quarters of a revolution; and 
Fig. 10, the same at seven-eighths of a revolution of 
the generator armature. ..... 
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When a complete revolution is accomplished, the 
conditions existing at the start are re-established, 
and the same action is repeated for the next and 
all subsequent revolutions, and, in general, it will be 
seen that every revolution of the armature of the gen- 
erator produces a corresponding shifting of the poles 
or lines of force, around the ring. 

“ As the poles of the motor shift, the armature fol- 
lows; and it will be seen that in any motor in which 
a progressive shifting of the poles or points of attrac- 
tion is produced, there must be a constant drag or pull 
upon the armature tending to set and maintain it in 
rotation.” 

As already stated, a continuous bar or ring is not 
essential, and therefore a rotating field may be pro- 
duced in a motor of the form shown on page 11 of the 
brief. 
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«This motor has four poles, 1, 2, 3, 4, projecting in- 
wardly from a ring ©, which may be of iron, brass, 
wood or any other material. The poles 1 and 2 are 
energized by coils A, which are in one of the circuits 
from a generator of the same construction as that 
above described, while poles 3 and 4 are energized by 
coils B in the other circuit of said generator. The 
currents in the two circuits differ by a quarter-phase. 

“In such a motor the coils A at a given 
instant are receiving the maximum current from the 
generator; and, we will assume, are imparting to the 
cores which they surround the maximum magnetiza- 
tion. At this moment the poles 3 and 4 will be neutral, 
since no circuit is following in the coils.B. An arma- 
ture D, therefore, will tend to place itself in the path 
of the greatest number of magnetic lines, or, obviously, 
in line with poles 1 and 2.” 

“ Following the phases of the two currents, however, 
the magnetism of the poles 1 and 2 then decreases, 
while that of poles 3 and 4 increases, with the result 
that the attraction of poles 1 and 2 for the armature 
becomes less, while that of poles 8 and 4 becomes 
greater, and the armature turns in obedience to the 
shifting resultant of these two forces. Then, with a 
change of polarity, the rise and fall of magnetism in 
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the two sets of poles respectively continues, as will 
now be understood.” 

What has been said will explain Tesla’s theory of 
polyphase alternating current motors. 

“ His broad invention expressed in a few words, was 
the production, by means of two or more alternating 
currents, differing in phase, of a shifting or rotating 
magnetic field, as distinguished from one in which the 
poles, or points of maximum attraction, were merely 
alternated in polarity either with or without variation 
in strength. 

“ In other words, if the two alternating currents which 
energize such a motor as that shown in Fig. 11 were 
exactly in phase, or, what would be the same ‘thing, if 
the motor were energized by a single alternating cur- 
rent, the magnetism of the poles would rise, fall and 
reverse at the same instants of time. Such a motor is 
capable of maintaining rotation of the armature if the 
latter be brought, by che application of power, up to a 
speed corresponding to the rate of alternations of the 
energizing current. But such a motor will not start 
from a state of rest, because there is no rotary effort, 
or torque, exerted by the field upon the armature, but 
only a force tending to keep the armature in a fixed 
position with relation to poles of given sign. - 

“The moment, however, that a time interval occurs 
betwben the periods of magnetization of adjacent poles, 
such as would result from energizing such poles by 
currents differing in phase or any other cause, a rota- 
tive tendency is created, due to the shifting or swing- 
ing of the magnetic resultant from that pole which 
reaches its maximum first towards that which reaches 
it later.” 

The effect produced by such a motor is the same as 
would be produced if the poles of permanent magnets 
were presented to the armature, and the magnets 
themselves were revolved bodily around it. 

The attraction between the armature and the rotat- 
ing magnetic field may be intensified by placing on the 


12 


armature itself closed, or short-circuited coils. The 
nearness of the magnetic field will induce currents of 
electricity in those closed coils, which will thereupon 
magnetize the armature, and increase the attractive 
effect between the armature and the field. This feature 
is a subject of patent No. 382,279 (not now in dispute), 
and may be further explained as follows : 
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“Let A, in Fig, 12, designate a magnetic body 
mounted on a central shaft and having a number of polar 
projections B, each of which is surrounded by a short- 
circuited or closed coil or conductor C. Let D repre- 
sent a permanent magnet having a north and a south 
pole NS. Ifnow the magnet D be moved rapidly 
around the periphery of the magnetic body A in the 
direction of the arrow while A is held stationary, it is 
obvious that the passage of its poles in front of the 
polar projections B will cause lines of force to pass 
into and out of the projections, and these lines thread- 
ing the closed coils © will develop electric currents in 
said eoils. Thisis what happens in any magneto- 
electric generator in which the armature coils are 
moyed through the magnetic lines of the field, or the 
latter are moved through the coils.” 

“The currents dveloped hy this means will magnet- 
ize the cores which the coils surround, aud as the de- 
velopment of such currents and the resulting magnet- 
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ization cannot occur simultaneously with the passage 
of the poles, but must lag somewhat after it, there 
will always be magnetized portions in the armature be- 
hind the moving poles, and endeavoring to catch up 
with them. If the armature be free to rotate, 
there will be between the magnetic poles in the 
armature, due to the currents induced in the closed coils 
and the moving poles of the magnet D, a torque or 
mutual attraction tending to produce rotation very 
much greater than would exist between the magnet D 
and the armature A if the coils C were not present. 

“Tf, instead of moving modily a magnet D around 
the armature, its action be imitated by the shifting 
poles in a ring, or the shifting resultant between polar 
projections produced by two alternating currents of 
different phase, the same result would follow, and we 
should have the highest development of the Tesla 
motor.” 

In such a motor as has now been described, the 
most favorable condition for operation exists, when 
the two currents differ in phase by ninety degrees, or 
a quarter of a period. To obtain this condition, the 
currents must proceed from independent sources; they 
may proceed from different machines, or from different 
coils in the same machine. In the patents of May 1, 
1888 preceding those in suit, the currents were fur- 
nished by two complete circuits extending from the 
generator to the coils of the motor. At that time, 
however, all alternating-current apparatus was de- 
signed for a single circuit, aud therefore a Tesla motor 
could not be used with such apparatus. In order to 
meet this objection, Tesla devised several schemes by 
which his motors could be operated by a single cir- 
cuit. He proposed to split a current into two cur- 
rents, and to produce a sufficient difference in phase 
between them to secure the necessary rotating field. 
For present purposes, only two methods of obtaining 
the desired result need be considered : 
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“TY. Splitting a single current into two currents, and 
obtaining the requisite difference of phase by induction. 

“TI. Splitting a single current into two currents by 
dividing the path of a single current, and obtaining the 
requisite difference of phase by making the two 
branches. of the main path of different electrical 
character.” 

The first method is thus explained : 

“Tf a current be flowing in a conductor, it sets up 
in the vicinity of such conductor a condition known as 
a field of force. If another conductor be placed with- 
in the influence of this field of force, and parallel to 
the first, a current will be developed, or induced, in it 
by any change that takes place in the strength of the 
current in the first. But such induced current will not 
be in phase—that is, in step with the changes in the 
original current—for the reason that the force which 
causes it to flow is in proportion to the rate of change 
of the original force. There are obvious complex con- 
siderations attending this phenomenon, but for present 
purposes it is sufficient to accept the general pro- 
position that, whenever one conductor is brought with- 
in the inductive influence of another, any change in 
the current in one conductor induces a current in the 
other with corresponding but later changes. 

‘“‘ Tesla conceived the idea of utilizing this law for 
the production of a rotating field motor capable of 
being run from a single circuit. 

“ Applying this principle to the operation of his 
motor, he connected one of the energizing circuits 
directly with the main circuit of a single-phase gener- 
“ator, and near the motor formed the wire of the main 
circuit into a coil, which he surrounded with a 
second coil connected with the other motor circuit. By 
this means, there was induced in the second motor cir- 
cuit a current similar to that which flowed through the 
first circuit directly from the main live, but later in 
phase, and, as explained above, this would necessarily 
result in the operation of the motor.” 
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The second method is as follows : 

“A circuit offers to the passage of an alternating 
current two kinds of resistance—one known as dead, or 
ohmie, resistance, the other known as live, or active, 
resistance. The first is dependent solely upon the 
length and area of cross-section of the conductors 
forming the circuit, and upon their specific resistance ; 
that is, upon the kind of metal or material of which 
they are composed. Copper, for instance, has a low 
specific resistance, while German silver has a high 
specific resistance; which simply means that for a 
given length and cross-section of conductor formed of 
the two metals, copper will oppose to the passage of 
the current a mnch lower dead resistance than will the 
German silver. 

“ Active or live resistance is of an entirely different 
character, and is the result, to use a rough analogy, of 
a sort of inertia which is characteristic of the circuit, 
and which varies with the arrangement. To carry the 
inertia analogy still further, it may be said to be com- 
parable to the inertia resistance which 1s opposed to 
the attempt to move suddenly on its hinges a heavy 
door. It is a commonly-observed fact that if an 
attempt be made to push open a heavy door, however 
free from friction its hinges may be, the 
door will not immediately move in response to 
& pressure exerted upon it, but the motion 
will lag behind the pressure exerted; but, 
having once begun to move, it will continue to swing 
and will resist an attempt to stop it, so that a pressure 
in the opposite direction must be exerted for some 
. little time before the motion of the door is reversed. 
If an attempt were made to swing such a door back 
and forth, its motion would always lag behind the 
pressures exerted upon it. 

“In a similar or analogous manner, when an attempt 
is made to send a rapidly-varying alternating current 
through a circuit, the circuit at first resists the flow of 
the current ; and, the current having once started, the 
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circuit resists any change in its strength or direction. 
This property of a circuit is known as self-induction. 
It results, therefore, that, where self-induction exists 
in a circuit, there is a delay, or lag, or displacement of 
phase, between the current flow and the pressure 
tending to produce it, and this delay is due to the live 
resistance, or electro-motive force of self-induction. 
The analogy just used may be carried still farther, 
and the dead resistance of the circuit may be com- 
pared to the friction of the hinges. If there were no 
resistance opposed to an attempt to move the door 
except the friction of the hinges, the door would begin 
to move the instant a pressure greater than the fric- 
tion were exerted, and would stop when the pressure 
ceased ; and, in a similar way, the dead resistance of 
the circuit opposes no varying resistance and does not 
delay the current. If the door have both a large 
inertia and a large friction, the inertia resistance or 
active resistance will be proportionately less, and a 
proportionately less force will be exerted in starting it, 
and it will continue to swing for n shorter time after 
the force is removed ; that is, if will stop quicker ; its 
delay will, therefore be less. In a somewhat analog- 
ous Manner, an increase of the dead resistance of a 
circuit will make the effect of its active resistance 
relatively less, and the delay or lag of the current, 
less. 

“Tesla also conceived the possibility of utilizing 
these facts in the production of a rotary field motor 
capable of being run by a single circuit, and carried 
out this conception by dividing a single circuit of 
alternating current into two branches at the point 
where the motor was located, and using these two 
branches as independent circuits to energize the 
motor. Then, in order to secure a difference of phase 
between the currents flowing in said branches, he made 
them of different electrical character; that is to say, 
by the introduction of some means in one to increase 


17 


its self-induction or inertia, he retarded the current 
therein to a greater degree than in the other.” 

This brings us to the patents in suit, which have to. 
do with “split-phase” motors. The applications 
were made, and the patents were granted, on the fol- 
lowing dates : 

No. 555,190, for an alternating motor, was: applied 
.for on May 15, 1888, and was granted Feb. 25, 1896. 

No. 511,915, for a method of electrical transmission 
of power, was applied for on May 15, 1888, and was 
granted Jan. 2, 1894. 

_ The patents stand upon the same application, which 
was divided in Dec. 1888, and are attacked together 
on the ground that they are void for want of 
invention. It is argued that in view of the prior 
state of the art, and especially in view of Tesla’s 
patent No. 382,279 of May 1, 1888, the step from 
obtaining separately from the generator the two 
alternating currents, different in phase, that are 
required to operate the motor described in No. 382,279, 
to obtaining only one of such currents from the gene- 
rator, while the other is obtained by induction from 
the primary current, was an obvious step, easy to be 
taken by any one possessed of skill in electrical engin- 
eering, and therefore did not involve invention. Upon 
this point, the opinions of the experts do not agree, 
and I am go little of an expert myself in this difficult 
branch of science, that I scarcely feel entitled to have 
or express an independent opinion. Nevertheless, I 
have given the subject such consideration as lay within 
my power, and have come to the conclusion that the 
step was taken in the exercise of invention. The grant 
of the later patents is prima facie evidence of novelty 
and utility, as has often been decided; but, aside from 
this presumption, so faras I can realize the situation 
before and after May 1, 1888, the two patents now 
attacked seem to me to be so connected with the earlier 
group, that the same faculties that were necessary to 
produce those that are first in point of time must have 
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continued in exercise to produce those that followed. 
It is often very difficult to draw the line between in- 
vention and skill, and different minds may draw it at 
different points. I submit my own conclusion for what 
it may be worth. 

Another defence asserts that the disputed claims 
No. 555,190, are invalid, because they are identical 
with the claims of No. 445,207. Ifthe claims in both 
patents are for the same inventions, the position is 
sound ; for No. 555,190, altho first applied for, was not 
granted until more than five years after No. 445,207. 
But I do not think the inventions are the same. The 
claims are certainly not expressly alike, as will be 
seen at once; and their identity must be 
found, if at all, in what is implied by the claims 
of No. 555,190. Upon this point, the testimony 
is in conflict ; and my examination of the opposing 
views has led me to the conclusion, that the defend- 
ant’s position has not been sustained. I think the 
plaintiff's argument is sound, as thus expressed on 
page 42 of the brief : 

“The distinction between the inventions claimed in 
these two patents resides in the fact that in No. 445,- 
207 the two circuits of the motor are, as stated in 
claim 1, of different electrical character or resistance ; 
in claim 2 they are of different self-induction, while in 
claim 3 one set of the energizing coils is formed of 
conductors of small size and few turns, while the other 
is a conductor of larger size. None of these three re- 
quirements is found in either of the claims of Patent 
555,190, and, therefore, the two patents are not for the 
game invention. Moreover, while it is true that claims 
1, 2 and 6 of Patent 555,190, which are the claims re- 
lied upon by the complainant herein, do cover the 
construction set forth in Patent 445,207, yet, on the 
other hand, the invention of said claims can be em- 
bodied in motors which do not contain the invention 
claimed in Patent 445,207, because it is quite possible 
to make the circuits of the motor of 555,190 of the 
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same electrical character or resistance and of the same 
self-induction, since the difference in phase in such a 
motor would be secured by the induction of one cur- 
rent from the other. In fact, the motor shown and 
described in Patent 555,190 does not embody the in-, 
ventions of the claim of Patent 445,207.” 

Another defence sets up Patent No. 611,559, 
granted Dec. 26, 1893 (not hereinbefore referred 
to) as a sufficient answer to the validity of 
No. 511,915, granted Jan. 2, 1894—the position 
being, that both patents are for the same invention, 
and therefore that the patent later in date 1s void. 
This defence was not set up in the answer, and for this 
reason objection is made to its consideration. It is 
not necessary to pass upon the objection, however, 
since I do not think that the defence should prevail. 
The claims of No. 511,559 are as follows: 

“1, The method of operating motors having inde- 
pendent energizing circuits, as herein set forth, which 
consists in passing alternating currents through both - 
of the said circuits, and retarding the phases of the: 
current in one circuit to a greater or less extent than in 
the other. 

“2. The method of operating motors having inde- 
pendent energizing circuits, as herein set forth, which 
consists in directing an alternating current from a 
single source through both circuits of the motor, and 
varying or modifying the relative resistance or self-in- 
duction of the motor circuits, and’ thereby producing 
in the currents differences of phase, as set forth.” 

And the disputed claim of No. 511,915 is in this lan- 
guage : 

“1. The method of operating electro-magnetic motors 
having independent energizing circuits, as herein de- 
seribed, which consists in passing an alternating cur- 
rent through one of the energizing circuits, and induc- 
ing by such current the current in the other energizing 
circuit of the motor, as set forth.” 
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I think the earlier patent claims, 1. A generie method 
of operation by difference of phase; and 
2. A specific method of obtaining that differ- 
ence, namely: by “varying or modifying the relative 
resistance or self-induction of the motor circuits” ; 
while the disputed claim of No. 511,915 claims a dif- 
ferent method of obtaining the difference in phase, 
namely; by induction. As already pointed out, in- 
duction and self-induction are different things. 

The last defence is non-infringement. To this point, 
much of the testimony has been directed, and the sub- 
ject has received the most careful attention in my 
power. It has not been easy to understand, as will im- 
mediately appear to any one who undertakes its ex- 
amination. The defendants’ counsel describes it as 
“one of the most abstruse departments of electricity,” 
and he rightly speaks of the principal testimony on this 
point as “two elaborate and highly techuical scientific 
expositions.” Fortunately, the oral arguments and the 
briefs of counsel have presented the opposing views 
with such admirable clearness and force, that I think I 
have been able to understand the disputed points suffi- 
ciently to choose between the antagonistic theories. 
The difficulty is of course increased by the fact, that 
the operations of the electric fluid are not visible; we 
see only the phenomena that result from such opera- 
tions, and can only form an opinion, more or less prob- 
able, concerning the actions and reactions that co- 
operate to produce the phenomena. Upon many 
points, opinions agree ; upon other points, there is at 
present a wide divergence. Such divergence exists 
among the witnesses who have testitied concerning the 
electrical and magnetic forces that combine to cause 
the armature of the defendants’ motor to revolve, and 
I cannot give the reasons by which they support their 
respective conclusions without quoting their precise 
and condensed language at such length as would unduly 
extend this opinion. The defendants’ expert con- 
cludes that the motor is operated (D. E. p. 78) by 
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“the mutal action between the field set up by the cop- 
per band H” (which encloses one of the pole pieces 
of the field magnet) “and the field set up by the cur- 
rent in the armature circuit F, under that part of the 
field magnet marked D”. On the other hand, the 
plaintiff's experts conclude that the motor is operated 
by the progressive shifting of polarity that is the 
characteristic effect of a Tesla motor, and that such 
shifting is produced by substantially the same arrange- 
ments in the one case as in the other, 

As already indicated, I am of opinion that the 
plaintiff's theory of operation is correct, and I cannot 
do better than state it in the langnage of counsel. 
The defendant’s motor is thus described : 
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“ The infringing apparatus is an alternating-current 
motor. ‘Two forms and sizes of this motor, as made 
by the defendants, are in evidence, but, as the experts 
for both sides agree that they differ only in structural 
details, but one form will be considered, 

“The motor in general appearance, is of eyndrical 
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form, with a shaft passing axially through it and 
carrying a fan at one end. An inspection of 
the outside cylindrical portion of the motor proper 
shows it to consist of laminated magnetic cores com- 
posed of bundles of iron plates disposed in a circle 
parallel to the shaft, and which in the smal] motor, are 
six in number. The arrangement of these bundles of 
plates is roughly analogous to that of the staves of a 
barrel. ; 

“The cores have at each end inwardly extending 
polar projections, radial with respect to the cylindrical 
outline which the group as a whole presents. On each 
of the cores or bundles of plates which constitute ele- 
ments of this cylinder, and between the polar projec- 
tions of the same, are wound coils of wire which pro- 
duce magnetic poles of opposite sign at the polar pro- 
jections ; and the coils of the several elements of the 
cylinder are so wound and connected that, when joined 
to the supply circuit and traversed by a current im- 
pulse of given direction, they produce alternately 
opposite poles in the circumferentially successive polar 
projections. These coils, when joined up together, 
constitute the main or primary energizing cirouit of 
the motor, which receives current from an external 
source. 

“ Each of the bundles or cores is divided throughout 
its length into two parts, and the polar projections of 
the smaller parts are surrounded by conductors in the 
form of a coil of a single convolution, and composed of 
flat copper bands, the ends of which are soldered to- 
gether, so that each constitutes a short-circuited, or 
closed, conducting path around one of the two polar 
projections into which each of the cores is divided. 

“The secondary element or armature of the motor 
is composed of @ circular series of bundles or iron 
plates, thirteen in number, arranged around the shaft 
and parallel thereto. Each of said bundles or cores 
has polar projections at its ends extending radially 
outward, and surrounded by closed conductors or coils 
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formed of copper cylinders with longitudinal slots 
through which the polar projections extend. The 
copper cylinders resemble in form the rotating portion 
of a squirrel cage, and this form of winding has long 
been known as a ‘squirrel-cage’ winding. The motor 
is in all respects substantially the same in construction 
as the fan-motors made by the complainant’s licensees, 
and is a slavish copy of a form of motor patented in 
1895 by the Westinghouse Co. hereinafter referred to.” 

The plaintiff's thereory of operation is as follows: 

“ Assume, therefore, that the motor be connected 
with the circuit of a generator so that alternating cur- 
rents flow through all the main or primary coils AA 
surrounding the field cores. In the absence of any 
disturbing causes, the polar projections I and D would, 
in consequence, exhibit magnetic phases corresponding 
to those of the currents producing them; that is to 
say, the magnetism of each pair of polar projections 
would simultaneously rise, fall and reverse, while at 
any given instant of time the polarities of circum- 
ferentially successive pairs of polar projections would 
be of opposite sign. This would exert no rotative 
effect upon the armature, whether the latter were pro- 
vided with closed coils on its polar prtjections or not ; 
for, as explained above, we would then have the 
conditions which obtain in the ordinary single- 
phase synchronous motor, in which the arma- 
ture must be brought up to a speed cor-' 
responding to the rate of alternations of current 
producing the field, before it can rotate in obedience to 
the magnetic actions of the field. 

“ But the armature of the defendant's motor does 
start from a state of rest, and runs up to full speed 
even when run by a current of 16,000 alternations per 
minute, so that there must be present some ‘conditions 
other than those due to the simple alternations of its 
poles, and it only remains. to determine what those 
conditions are. 

“ It is evident that a current which passes from an 
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outside source through any of the coils A A magnetizes 
both of the cores surrounded by such a coil. In other 
words, it creates a magnetic field which passes through 
both of the polar projections of the compound core 
energized by such coil; that is, through the polar pro- 
jection D, which is not surrounded by the copper band, 
and through projection I, which is. 

“Tt is futher evident that the passage of the lines 
of force through the plane of the closed circuit which 
is afforded by the copper band H must result in the 
development of a current in such band, which will not 
be in phase with the primary current, but will follow 
it, rising from zero to its maximum, and then falling 
and reversing later than the current in coil A, by which 
it is produced. 

“ But the existence of a current in a closed con- 
ductor or coil necessarily implies the creation by such 
current of a field of force, and, if the coil surround a 
magnetic core, the magnetization of such core. This is 
what happens in the present case; but, as 
the current in the copper band H is later 
than that in the wire coils A, the magnetiza- 
tion which it imparts to the portion of the 
core I which it surrounds, is later in time than that de- 
veloped by the wire coil. 

“ The fact that a current is developed in the copper 
band H also implies, and of necessity involves, the 
‘transformation of a portion of the energy of the mag- 
netic fleld produced by the coil A into such a current. 
In other words, a portion of those lines of force, which 
would otherwise pass into the smaller polar projection 
I and be there immediately manifested in its magnet- 
ization, are absorbed by the copper band and converted 
into current. Hence the initial magnetization of the 
smaller projection will be weaker than that of the larger 
projection, in proportion to the number of lines that 
have been taken up by the copper band, so that not 
only the maximum, but also the minimum, magnetiza- 
tions of the smaller projections I will occur at later 
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periods than the corresponding phases of the larger 
ones D. 

“We have, therefore, in defendant’s motor a series of 
pairs of poles, each pair consisting of a large polar 
projection D and a smaller one I, the periods of mag- 
netization of which do not accord in point of time, for 
the phases of the smaller projections follow after those 
of the larger. These are the conditions of a rotating 
or shifting field, and they are produced by the conjoint 
action of two alternating currents of different phase, 
one of which is induced by the other. 

“Tt being incontestably true that, as between any 
two pollar projections of the same compound core, 
there exists a time difference in the phase of magnetism 
which they exhibit, it will readily be seen how 
such conditions result in the rotating or shifting 
magnetic field of the Tesla patents. For, assume that - 
this time difference were equal to one-quarter of a 
complete cycle of change, which is the ideal condition 
of operation. Then, when any given polar projection 
D exhibits maximum magnetism of one polarity, the 
adjacent projection I, which is surrounded by the same 
wire coil, will have practically no magnetism. As the 
strength of D decreases, that of I increases, until the 
first becomes néd and the second reaches its maximum. 

“The magnetism of the first then rises from zero to 
& maximum in an opposite direction, while that of the 
second or smaller is falling from maximum to zero, but 
without change of direction. Next the first falls from 
maximum to zero while the second rises from zero to 
maximum, but with the same direction now as the first, 
and so on. 

“Under these conditions it is obvious, that the re- 
sultant attractive effect of any pair of projections will 
shift or swing from that pole which is first to reach its 
maximum towards that. which is later; and, having re- 
gard to the polarity of this resultant, it will be seen 
that, after shifting from a larger projection D to its 
smaller companion I, it then shifts from the latter to 
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the larger projection D of the next adjacent pair, and 
so on through the whole series around the armature, in 
exactly the same manner as takes place in any Tesla 
motor having more than two single or double poles. 

“To explain this further; when the resultant, 
which is, say, or north polarity, has shifted 
from » larger to a smaller projection, the latter 
is maximum north, and the former is zero and just 
about to change, but the larger projection D of the pair 
next adjacent on the side of the smaller projection I, 
now at its maximum, is also zero and just about to 
change. Its change, however, will be from south to 
north, or to the same polarity as that exhibited by the 
smaller projection I of the first pair ; hence, the north 
resultant will continue to shift from the said smaller 
projection I over to the larger projection D of the ad- 
jacent pair, while a south resultant will at the same 
time shift from the larger to the smaller projection of 
the first pair. 

Each pair of projections may be regarded as con- 
stituting an independent couple, all of which, however, 
co-operate, one couple taking up and carrying on the 
resultants that have shifted between the members of 
the couple preceding it. This is, of course, true of all 
Tesla motors having more than one couple, as in prac- 
tice is nearly always the case. And it is also true in 
cases where the difference in phase between the cur- 
rents, or the magnetizations resulting therefrom, is not 
exactly a quarter of a cycle, but something less or 
more. As explained above, and as stated by Tesla in 
the patents in suit, the ideal difference in phase of 90 
degrees can only be obtained by the employment of 
independent sources of current; but sufficient differ- 
ence of phase for all practical purposes is secured arti- 
ficially in the Tesla ‘ split-phase ’ motors and in that of 
the defendants, and the general law of operation is the 
same in all cases. 

“The shifting or rotating field in the defendant’s 
motor has precisely the same effect on the armature 
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with closed coils as would result from moving bodily 
around the armature one or more permanent magnets, 
as we have explained in a previous portion of this 
brief.” 

I think, therefore, that this defense must fail, and 
that the defendants’ motor infringes all the disputed 
claims of the patents in suit. 

Tho last defence avers that the plaintiff has assigned 
all its interest in the patents in suit to the Westing- 
house Electric Company by an agreement executed 
July 7, 1888; and, therefore, that the present action 
cannot be maintained, because the Westinghouse 
Company has not been joined as a party complainant. 
This defence was not taken by the pleadings, as it 
should have been in order to bring it properly before 
the court, and under the circumstances I am not dis- 
posed to give it any weight. Assuming the agreement 
of July 7 to have the effect contended for, the only 
result of dismissing the bill would be to renew the 
controversy in another proceeding, where the same 
evidence would be heard and the same conclusion 
would be reached. The failure to make the Westing- 
house Company a party plaintiff, if such a joinder was 
necessary, is a formal defect that has no bearing, so 
far as has been made to appear, upon the substance of 
the controversy. But I think it would be reasonable 
to protect the defendants from the possibility of being 
called upon to answer that company for the same 
cause of action, and I understand the plaintiff to agree 
that the court should take that course. If, therefore, 
within twency days from the date of filing this opinion 
the plaintiff shall file with the clerk a stipulation, 
executed by the Westinghouse Electric Company, 
agreeing to be bound by-the decree in all respects as if 
it had been originally a party plaintiff, the decree 
prayed for by the bill will be entered. 
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Standard Polyphase Tesla Motors. 
INDUCTION TYPE. 
In all Tesla Polyphase motors of the induction type there are two 
elements—the primary, which is directly magnetised by the current supplied 
from the circuits; and the secondary, which is traversed by currents of low 


100 HORSE POWER 7ZU0 ALTERNATION Movror. 


potential induced from the primary. We make these motors with either 
the primary or the secondary element as the’ revolving part. In our standard 
motors of 1 hp, 3 hp and 5 hp the outside, or stationary part of the motor, 
is the primary, the rotating part being the secondary. Standard motors 
exceeding 5 hp are usually made with the primary revolving, but we are 
prepared to furnish motors of the larger sizes with revolving secondaries, if 


desired. 


30 Horse POWER 7200 ALTERNATION MOTOR. 


In the type of motor in which the primary element is stationary no col- 
lecting rings or brushes are used. In the type having a revolving primary 


the current is delivered through brushes and collector rings. 


25 Horse POWER 3000 ALTERNATION MoTorR. 


There is, of course, no sparking whatever between the brushes and 
the collecting rings in these motors. 

Our Tesla motors operate at very high efficiency throughout their entire 
working range. In general power distribution, motors frequently operate at 


less than full load, and high efficiency at partial loads is therefore a great 


STATIONARY SECONDARY UNWOUND. 


advantage. We are prepared to furnish motors adapted particularly to this 
class of work, in that their very highest efficiency is developed at somewhat 
less than their maximum load, thereby securing maximum plant efficiency. 

The speed regulation of the motors is extremely close; under full load 
the fall off from synchronous speed is about 3 per cent. For partial loads 


their speed is, of course, still nearer synchronism. 


STATIONARY SECONDARY WITH CONDUCTORS IN PLACE. 


The construction of the secondary element of the larger motors is illus- 
trated by photographs above, the first of which shows the ring built up of 
very thin steel plates of the best quality, and thoroughly annealed, with 
slots ready to receive the conductors; while the second shows a ring with 
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the conductors in place. These conductors are afterward connected together 


to form the circuits of the secondary element by means of copper connectors 


of suitable form, the joints being thoroughly soldered. 


It will be seen that no wires are employed. ‘The conductors are copper 


bars of rectangular section, great strength, and thoroughly insulated. 


REVOLVING PRIMARY. 


The primary or rotating element of one of the larger motors is illustrated 
in the photograph above, which shows also the 3-ring collector, ball bear- 
ings, and the rings by means of which the automatic lubrication of the 
bearings is effected. : 

The two elements are mounted in the cast-iron frame shown in the pho- 
tograph below, and we desire to call attention particularly to the mechanical 


excellence of this arrangement. 


Cast TRON FRAME. 


These motors realize the ideal of mechanical perfection. Their cost of 
maintenance is practically nothing, as they are almost indestructible in 


ordinary service. 


Speeds and Principal 


Following Tables give the Ratings, 
Dimensions of our Standard Tesla Polyphase 


Motors of the Induction Type. 
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7200 ALTERNATION 
POLYPHASE MOTOR. 


PULLEY. |KEY WAY. 


Width, 
Depth. 


7200) 1800) 1677 | 63/7 | 9377 | 78/7 137’ 7 
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3000 or 7200 Alternation 
1 POLYPHASE MOTORS, 


WITH RAILS, 


PULLEY. KEYWAY. 


Alts. RP. M. 


Depth. 


7200 1800 28) 
7200 1200 33 43/189) 22% | 18 15%] 9§ | 98 |223) 10,5,|133 
3000 750 j 2 |223) 29% | 18 1193/127/123| 30} 10% 


7200 1200 : 


10 3000 750 

10 7200 1200 

15 3000 750 - 
15 7200 1200 494 


20 3000 740 


20 7200 1200 


25 3000 750 
30 7200 1200 : 
30 3000) 750 624! 30} /31%) 383 27}|16%/164] 38 


7200 1200, 624) 30} /31§) 384 | 28 /273)169/163) 38 


3000 750 70 | 343/353) 43,4,| 27 |303/189|184 


7200 900 


HP.) Alts, (RPM. OA 


75) 7200 


100) 7200 


200, 7200 


900 | 70P/7| 33 y%77|368/ 


720 | 8123/7 


600 8% 88// 


39)// 


(o) 


{21/7 38/7 36 


“4 


4T}/" |565// 


BU// |309//|214//|524/7|26)//| 5 


7200 ALTERNATION 
POLYPHASE MOTORS, 


WITH BED PLATE. 


PULLEY. KErYWAY. 
PaO |) OB ce 456 se / 4 
a) 2 |e | 2 


54/7 598///42)/7| 1877 16/7! 10/7 | 3 }/7 
§//| 54/7 1279/7|5: 59/7 1499/7) 24/7 | 12/7 | 10/7 
$/1684///333//1703//| 76/7 |634/7| 307 | 2177 | 1477 195/734 
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The photographs on page 2 illustrate two views of the completed motor, 
the elements of which are shown in the succeeding photographs. The pho- 
tograph on the first page shows the 100 hp motor. 

We wind all of these motors for either two-phase or tliree-phase currents 
as required. 

The horse-power and general dimensions of our standard motors for each 
of these two, systems are given in the preceding tables. These standard 
motors are usually wound for a potential of 200 volts. We also wind 
standard motors not exceeding the 20 hp size for 100 volts, when desired, 
and in special cases we are prepared to wind motors for other potentials. 

We make two separate and distinct lines of Tesla induction motors, one 


adapted to the 7200 alternation system and the other adapted to the 3000 


alternation system. The former is generally used where a considérable 


amount of lighting is provided for by the same generators and distributing 
circuits that supply the motors; the latter is used where the principal use 
of the plant is to supply power, while lighting is merely incidental. We 


also manufacture Tesla motors of the synchronous type. 


WESTINGHOUSE ELECTRIC & MANUFACTURING CO, 


Write to our nearest district office. 


NEW YORK, 120 Broadway, PHILADELPHIA, Girard Building, 
BOSTON, Exchange Building. ST, LOUIS, American Central Building, 
CHICAGO, New York Life Building, CHARLOTTE, N, C., 36-38 College St. 
TACOMA, WASH,, 102 S, 10th Street. SYRACUSE N. Y., Bastable Building. 
PITTSBURG Westinghouse Building. SAN FRANCISCO, Mills Building. 
BUFFALO, N. Y., No. 8 Erie County Bank Building. WASHINGTON, D, C., 1333" F"" St, N. W. 
DALLAS, TEXAS, 416 Trust Building, 


Laboratory Model of Tesla Motor, circa 1895, Henry Ford Museum 


Laboratory Model of Tesla Motor, circa 1889, Henry Ford Museum 


Nikola Tesla, Henry Ford Museum 


Nikola Tesla 13. Oct. 1933, Henry Ford Museum 


Hotel New Yorker 
New York December 17, 1934 


G. S. Viereck Esq. 
627 West 113 Street, N. Y. 


Dear Viereck: 

My capacities are limited and sometimes it happens that I am baffled in my 
efforts to solve the problems confronting me. It then becomes a question of life 
and death for the urge to find a solution is so great that I can not overcome it 
no matter how hard I may try. Irresistibly, I am driven to extreme concentration 
at the peril of a blood clot or atrophy in the brain. The most difficult part of 
the task is to drive out of the mind the old images which are like corks on the water 
bobbing up after each submersion. But after days, weeks or months of desperate cere- 
bration I finally succeed in filling my head chuckfull with the main subject excluding 
everything else and when I reach that state I am not far from the goal. My ideas are 
always rational because I am an exceptionally xcurate instrument of reception, in 
other words, 4 seer, But be this true or not I am always mighty glad when I get 

through for there can be no doubt that such a surtax of the brain is fraught with 
great danger to life. 

Let me tell you of one remarkable case of this kind which may interest you as a 
psychologist. Years ago, after evolving my system of wireless transmission of energy, 
I came to the conclusion that to put it on a sound engineering foundation I had to un- 
ravel the electrical myrterins of the earth. ‘Tbe task seemed almost superhuman, but 
I had the boldness of ignorance to undertake it and parsed several months in most in- 
tense concentration eventually mining a clear insight when I was at the point of 
collapse. On my slow return to the normal state of mind I experienced an exquisitely 
painful longing after something undefinable. During the day I worked as usual and 
thie feeling, though it persisted, was much less pronounced, but when I retired the 
night, with its monstrous amplifications, made the suffering very actte until it 
dawned upon me that my torture was due to a confuming desire to see my mother. Thoughts 

“of her led me to review my past life beginning with the earliest impressions of my child 
hood and I was dismayed to find that I could not recall clearly even her features except 
in one scene. It'was a dismal night with rain falling in torrents. My brother, a 
youth of eighteen and intellectual giant, had died. My mother came to my room, took me 
in her arms and whispered, almost inaudibly: "Come and kiss Daniel.” I pressed my 
mouth again t the ice cold lips of my brother knowing only that something dreadful 
had happened. My mother put me again o bed and lingering a little said with tears 
Streaming: "God me one at midnight and at midnight he took away the other one”. 


of the brain in the middst of oblivion. My recollections came slowly gaining in 
clearness and after weeks of thinking the images appeared sharply defined and in a 
fullness of light which astonished me. Uncovering more and more of my past life I 

came to review my American experiences. In the meantime my craving had become almost 
unbearable and every night my pillows were wet from tears. Unable to stand it longer 

I resolved to quit work and go home. This I did and after a multitude of experiences 

I found myself in Paris whither I had fled from London to escape the fuss raised about 
me in England. I had to get off some final proofs for one of my lectures before leaving 
and while doing this a messenger handed me a telegram from my uncle which read: "Your 
Mother is dying hurry if you want to find her alive". I rushed for the train and after 
a three day's journey over the mountains at breakneck speed I reached, bruised and ex- 
hausted, my Mothers bedside. She was in the agonies of death but the joy of seeing me 
worked the miracle of a temporary recovery. I never left her until my own condition 
“became such that I was taken to another building in the neighborhood for a short rest. | / 
When I was alone in my bed I meditated on what might happen if my Mother died. Would i a 
there be a disturbance in the ether? If so could I detect it? My senses were acute to 
an incredible degree. I could ear the ticking of a watch at a distance of fifty feet. 
A fly alighting on a table in the center of the room produced in my ear a thud like that 
of a pile driver and I old hear plainly the clatter of his feet. I was a trained 
scientific observer well qualified to make an undistorted record of what I perceived. 

If such a transmission of effect was possible the best conditions existed for establish- 
ing the fact. Mindful of the enormous scientific importance of such a discovery I 
struggled desparately azsins: sleep and, with my senses sharpened by the &rkness and 
stillness of the night, I watched intently. Five or six hours, seeming like an eternity, 
passed without a sign and then I gave out falling into a sleep or swoon. When I came to 
an indescribably sweet music filled my ears and I saw a floating white cloud in the 
center of which my Mother was reclining looking at me with loving eyes the face illu- 
minated by a strange radiance unlike ordinary light and grouped around her were figures 
like those of seraphims. The apparition passed slowly accross the room and out of my 
vision. In that instant a feeling of absolute certitude swept over me that my Mother 
was dead and, sure enough, a maid came running who brought the mournful message. This 
knowledge gave me a terrific shock and suddenly I became aware that I was ~ in New York! 
My Mother had died years before but I had forgotten it! How could this happen I asked 
myself horrified and bitterness, pain and shame overwhelmed me. My sufferings had been 
real though the events were but imaginary reflections of previous occurrences. What 

I experienced was not the awakening from a dream but the restoration of a particular 
department of my consciousness. 


At the time the events related actually took place I was in a hysterical state 
and inclined to believe that there was really a psychic manifestation, a post mortem 
message from my Mother, but I soon dismissed this idea as sheer nonsense. I am 
proving constantly, by every thought and act of mine, that I am nothing more than an 
automaton responding to external stimuli and passing through an infinitude of different 
existence, from the craddle to the grave. 

The explanation of these mental phenomana is, after all, very simple. Through) 
long concentration on a special subject certain fibers in my brain, for want of blood 
supply and exercise, were benumbed and could no longer respond properly to outside 
influences. With the diversion of my thoughts they were gradually vivified and 
finally brought back to their normal condition. The desire to see my Mother was due 
to my examination of some artistic fabrics woven by herself which had awakened in me 
tender memories shortly before I began to concentrate. I heard the music because my 
Mother died on Easterday just when a choir was singing in a church not far from me. 
But to locate the external impression which caused the apparition I had much trouble 
until I remembered that, on my return from Europe, I passed through Munich and saw there, 
among others, a painting of Arnold Bocklin interpreting one of the seasons and showing 
a group of allegorical figures on a cloud. Se wonderfully skillful was the artist in 
this creation that the cloud seemed positively to floatin the air as if supported by 
ee BORE invisible means. This made a deep impression on me. The practical lesson of 
all this is to beware of concentration and be content with mediocre achievement. 

I am getting back to Earth and devoting attention to my woefully neglected 
correspondence regretting in particular that your note of the 28th ult. was not promptly 
answered. Of course, I shall be delighted to meet Mr. Macfadden whom I consider a most 
remarkable man if not an unique figure. But as to my going to Hackensack or dining out 
I am afraid that I must ask him to excuse me. 

With best regards 

Sincerely yours 
N. Tesla 


(all spelling as author wrote) 
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An interior view of the Westinghouse alternators at Niagara Falls. 
The Electrical World, Volume XXxXIlI No 1. 
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935 KW transformers, 4 of which handle the loads of the 5000 HP Generators at Niagara Falls. 
The Electrical World, Volume XXxXIII No 1. 
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A view of one of Niagara Fall’s generators being built in East Pittsburgh. 
The Electrical World, Volume XXxXIlI No 1. 
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View of the machine room at Niagara Falls. 
The Electrical World, Volume XXxXIII No 1. 


Views of several alternators at Niagara Falls. 


Volume XXXII No 1. 


The Electrical World, 


View of one of the switchboards and regulating apparatus at Niagara Falls. 


The Electrical World, Volume XXXIII No 1. 


Wiagara Falls 


ean is the first spectacle of Earth. Here beauty of color and 

majestic outlines are united as nowhere else with ceaseless, overwhelm- 
ing force. The Yosemite, the snow-capped Alps, the glories of Venice, the 
wonders of cave or mountain or sea possess one or the other, but never both. 
Niagara is at once a magnificent picture, a work of art, and at the same time an 
exhibition of giant power—a power that is perpetual, that knows no lapses, 
no holiday, no rest, that goes on and on and on forever. Nothing gives 
one such a glimpse of eternity—such an idea of the endless, of infinity — 
as this. 

The best impression of Niagara is the result of memory. Few people 


realize the philosophy, the religion of this — the grandest sermon ever preached 


—until after the first blush of acquaintance is over. 


Nor again do they gain the fullest appreciation of the mighty cataract, until it has been seen under winter’s frown, as 
well as summer’s smile; by sunrise and by moonlight, in calm and storm. Ever and anon she presents new phases of 
interest. From every different vantage ground, a fresh sensation of delight is derived. But whatever the sight there is 
always the sound too — the constant, persistent, monotonous, awful roar, which says in unmistakable voice, “I am the 
handiwork of God. From Him do I derive this mighty power, and unto Him must I return account.” 


PUBLISHED EXCLUSIVELY FOR 
S. H. KNOX & COMPANY, - NIAGARA FALLS, N, Y. 


Printed and Copyrighted, 1904, by All public buildings shown herein were designed by 
L. H. NELSON CO., Portland, Me. E. E. Joralemon, Architect, Niagara Falls, N. Y. 


Niagara Falls, L. H. Nelson Co., 1904, Published for S. H. Knox & Company 


General view of Niagara Falls showing the American Fall to the left — the Canadian or Horseshoe Fall on the right, also the 
inclined plane which carries people down the steep side of the gorge to the steamboat landing. 
Niagara Falls, L. H. Nelson Co., 1904, Published for S. H. Knox & Company 
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Niagara Falls Power Company’s Plant — where energy for which centuries has been going to waste has now been 
harnessed for the service of mankind. Niagara Falls, L.H. Nelson Co., 1904, Published for S. H. Knox & Company 


Interior view of power house showing the gigantic generators whose power is utilized by numerous railroads and 
manufacturing plants. Niagara Falls, L. H. Nelson Co., 1904, Published for S. H. Knox & Company 


The White Man’s Fancy — This painting by James Francis Brown, in the Cataract House, Niagara Falls, shows a beautiful 
maiden whose beckoning figure lures one to follow her to her fascinating but dangerous home “amidst the mist.” 
Niagara Falls, L. H. Nelson Co., 1904, Published for S. H. Knox & Company 


The Red Man’s Fact — This painting in the Cataract House represents a legend of the Indians. They were accustomed to 
make an offering each year of the fairest maiden in their tribe to the Deity supposed to be embodied in the Raging Water. 
This year the daughter of the chief has been chosen, and her father may be seen paddling after her in his canoe. Tradition 

says he followed her into the foaming waters and his loss caused the abandonment of the custom. Painted by James 
Francis Brown. Niagara Falls, L. H. Nelson Co., 1904, Published for S. H. Knox & Company 
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Tesla - Westinghouse Engine and 500 Horse-Power Generator used to provide power at the Westinghouse Electric 
Company. Silvanus P. Thomson, “Polyphase Electric Currents and Alternate-Current Motors”, 1900 Second Edition 
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Sectional Elevation of the 5000 H. P. Two-Phase Generators at Niagara Falls 


Silvanus P. Thomson, “Polyphase Electric Currents and Alternate-Current Motors” 


1900 Second Edition 
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Plan of the 5000 H. P. Two-Phase Generators at Niagara Falls 
Silvanus P. Thomson, “Polyphase Electric Currents and Alternate-Current Motors”, 1900 Second Edition 


Westinghouse Stopper Lamp from 1893 Columbia Exposition World’s Fair. 
Donation to the author’s collection from Frank Jones. 
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Original Westinghouse Meters manufactured the same period as those exhibited at the 1893 Chicago World’s Fair 
From the author’s collection. 


Exhibit of Tesla’s early inventions from 1893 Columbia Exposition World’s Fair. 
George Westinghouse Museum Collection, c.1864-2007, MSS 920, 
Detre Library and Archives, Senator John Heinz History Center 
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Original high frequency coil seen here in operation demonstrated at the 1893 Columbia Exposition World’s Fair. This was 
used to demonstrate wireless lighting in a strong electrical field generated between two large insulated condenser plates. 
The display on the right is an impedance circuit used to show demonstrations of powering standard incandescent lamps 
from high frequency currents. The experiment is novel because for low frequencies the stout cooper loop would 
represent a short-circuit, but by energizing it with high frequency oscillations nodes can be found along the loop to light 
the carbon filaments to any desired brilliancy. 


George Westinghouse Museum Collection, c.1864-2007, MSS 920, 
Detre Library and Archives, Senator John Heinz History Center 
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A Visit to the Westinghouse Electric Works at Pittsburgh. 


HE organization of 
the Ay staatouse 
Electric Company 
in 1886, laid the 
foundation for an 
industry of which 
until that time 
very little was 
known either in the 
city of Pittsburgh 
or, for that mat- 
ter, eyen in the 
United States, 
Until the West- 
inghouse Com- 

pany entered the field of electrical manufacture, the direct- 


current'system of incandescent electric lighting was the 


By 


everybody in small and large towns, due to the fact that 
the current can by that system be carried a long distance 
without the expense of the heavier and more expensive 
copper wire needed for the direct current. 

A demand was therefore at once created for the establish- 
ment of central station electric lighting plants such as had 
not been known before. Thus it came about that within 
four years the Westinghouse Company installed its appar- 
atus in nearly four hundred cities and towns all over the 
world, and at this writing there are every night more than 
a million incandescent lamps burning throughout the world 
which obtain their current from Westinghouse alternating 
current generators—apparatus that has all been manufac- 
tured in the city of Pittsburgh. It can be readily seen, 
therefore, that through the Westinghouse Electric Com- 
pany an influence has been exercised over one of the most 
important industries in this country, the results of which 
are of the utmost benefit and value to the whole industry. 


~uccrercas EnGcer. 


ALTERNATING AND DIRECT CURRENT ARMATURE CORES—WESTINGHOUSE WORKS, PITTSBURGH. 


only method generally practiced. Owing to the many 
inherent disadvantages and limitations of that system for 
covering large areas, the introduction of incandescent 
lights had been very slow, and it may be truly stated that 
it is in no small measure due to the energetic efforts of the 
Westinghouse Company and the wonderful success of their 
alternating system that America is now the great electric 
country of the world. Previous to the introduction of the 
Westinghouse electric lighting system, incandescent plants 
were few and far between. 

It was a very costly undertaking to establish a large 
central station and equip it with direct current apparatus 
having sufficient capacity and range to cover a city or 
town. Hence the incandescent light was, until 1886, only 
used by rich corporations, or in municipalities where 
thickly-populated districts warranted the establishment of 
a plant. Immediately upon the advent of the alternating 
system, electric lighting was brought within the reach of 


As has already been stated, this company was organized 
in 1886. It grew out of a department of the Union Switch 
and Signal Company. The new corporation was capi- 
talized with the sum of $5,000,000 and started to work. 
The company installed its first central station plant in Buf- 
falo, N. Y., and for some time this was the focus of interest 
for the electrical public of that period. The successful op- 
eration of the Buffalo plant established the fact that an 
electrical system for the distribution of incandescent light- 
ing had been put upon the market which had no equal for 
central station plants, intended to serve large areas. 

Another feature of the Westinghouse system, and one 
which greatly enhanced its popularity, consisted in the ex- 
cellence of the apparatus. Simplicity and durability of 
construction, with the highest efficiency, are made the para- 
mount considerations in the manufacture of one and all of 
the apparatus of the Westinghouse Hlectric Company. The 
result has been that the reputation of the system soon grew — 
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worldwide. Demands for its apparatus came, within the 
first year after the establishment of the company, from 
England, China, Japan, the West Indies and other foreign 
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countries. One of the Westinghouse plants in England is 
situated in the heart of London and has a capacity of 50,000 
incandescent lamps. 

In 1888 the company made another great step in the fur- 
ther development of its system by the introduction of de- 
vices for measuring the electric current as consumed by 
the lamps. This device is the Shallenberger alternating 
current meter, the commercial advantages of which ap- 
pealed at once to every central station manager. These 
meters are now utilized in measuring the current for 
nearly one million 16 ¢ p. incandescent lamps, Close 
upon the introduction of this meter followed the Westing- 
house alternating current are light system, in which a 
number of advantageous features had been developed, 
both in the current generator and 
in the lamp. The Tesla rotary 
phase motor was also taken up, 
and with it came in rapid succes- 
sion the Westinghouse electric 
street railway system and the sys- 
tem for the long-distance trans- 
mission of power. In both these 
fields opportunities existed, which 
offered the greatest possibilities 
for a manufacturing company 
equipped with a producing capa- 
city like that of the Westinghouse 
Company. 

To give an approximate idea of 
the different apparatus the West- 
inghouse Electric and Manufac.- 
turing Company manufactures to- 
day, the following facts may 
prove helpful: The company 
manufactures alternating current 
apparatus for central station elec- 
tric lighting plants from 500 to 
10,000 16 ¢. p. light capacity; 
alternating current motors de- 
veloping from jh. p. to operate a 
fan, up to 500 h. p. for the opera- 
tion of mining and mill machin- 
ery; direct current motors for the 
operation of electric street rail- 
ways from 15 h. p. up to any 
capacity desired, and direct cur- 
rent power generators from 80 up 
to 1,000 h, p. 

In addition to these machines, the company also makes 
all the apparatus used in the complete equipment of central 
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station plants, the complete equipment for the installation 
of an electric street railway power plant and the complete 
equipment for the installation of an electric power plant 
for the operation of manufacturing 

. establishments, 

The Westinghouse Electric and 
Manufacturing Company owns a fac- 
tory in New York City, and one in 
Newark, N. J. In the latter city the 
company manufactures direct current 
motors of all sizes and power; also 
direct current generators used for the 
operation of isolated plants, such as 
are installed in hotels, office buildings, 
apartment houses, theatres and small 
manufacturing establishments, 

In addition to these exceptional manu- 
facturing facilities, it owns and controls 
nearly one thousand important patents 
relating to all branches of the electrical 
industry. 


IL 


After this necessarily brief outline 
of the history of a company whose work is standard in 
both electrical and mechanical design, we propose to take 
the reader through the works in which is manufactured 
the apparatus which has found its way to nearly every 
town and village in the country. Following the necessary 
order in which material for such establishments takes its 
course, we find on the ground floor the office of the pur- 
chasing agent through whose hands all orders for the pur- 
chase of material and supplies of whatever nature must 
pass. Besides the chief a number of assistants are re- 
quired to properly attend to this work, which, in a factory 
of this nature, daily requires many tons of material of 
every conceivable nature, From the office of the purchas- 
ing agent a few steps lead us to the domain of the store- 
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keeper where all the supplies entering the building are 


registered and where all orders and requisitions from the 


Oct. 19, 1892.] 


various factory departments are filled. In this storeroom 
we find rows upon rows of shelves and bins containing iron 
and brass screws, bolts, slate, marble and many tons of 
wire of all sizes stacked in great heaps; in addition the 
storeroom contains many of the finished parts which are 
kept in stock, such as brush-holders, armature ends, etc. 
Directly off from the storeroom is one of the numerous 
power and lighting plants which supply the various depart- 
ments of the factory, this particular one being intended for 
the operation of the laboratory immediately overhead. 
This plant consists of two Westinghouse engines, one 
driving a continuous current machine and the other an 
alternator. 

Passing beyond and ascending a few steps we reach the 
annealing department in which the sheet iron and steel em- 
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A few steps further lead us to a most interesting display 
called the exhibition-room, in which a specimen of every 
apparatus and device manufactured by the Westinghouse 
Company is shown in practical operation. Here an attend- 
ant, by the turning of a switch, shows the manner in which 
the numerous mechanisms operate. The visitor learns by 
direct inspection the operation of the Shallenberger meter, 
and notes how its speed increases regularly with the 
addition of every lamp added to the circuit; at the same 
time the indicator and meter show the increased consump- 
tion of current, thus giving an optical demonstration of the 
fact that the true consumption is being recorded. 

Another interesting part of the exhibition-room is the 
railway exhibit. In order to demonstrate, for example, 
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ployed in the construction of armature cores, converters, 
and the field magnet of the recently designed low fre- 
quency alternators are brought to the proper degree of 
softness. As much of the action of the machines depends 
upon the magnetic properties of the iron and steel em- 
ployed, it is eminently necessary to bestow the greatest 
care on this pr of the work, and for this purpose the 
sheets are packed into an annealing furnace and baked for 
from eight to ten hours at a uniform heat and then allowed 
to cool for six hours before removal from the ovens. Close 
besides these large annealing furnaces are others intended 
for the carbonizing of the lamp filaments. The filaments 
are packed into crucibles and baked in these furnaces 
heated by natural gas, and kept at an even temperature 
for many hours. They are then withdrawn to be further 
treated in the lamp department on an upper floor. 


the power and starting torque of the railway motor, the 
latter is connected with a dynamometer brake and scale, 
and by simply screwing up the brake the motor may be 
loaded to any desired capacity, while the visitor may com- 
pare the recording of the scale in pounds, and of the am- 
meter indicating the current. Added to this are several 
fully equipped trucks, double-reduction, single-reduction 
and gearless motors, together with platform switches. One 
of these trucks is also provided with an air brake operated 
by means of compressed air, supplied by a rotary air pump 
attached to the axle. A complete railway switchboard 
with automatic circuit-breakers completes this part of the 
exhibit. We might dwell at considerable length on the 
numerous devices which are shown in this interesting room, 
including the Tesla alternating motors, but must pass on to_ 
other departments of not less interest. f 
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Winding a Direct Current Armature. 


We next come to the rail- 
way motor testing department. 
Here all the machines before 
being shipped are given their 
final test, which determines not only their electrical but also 
their mechanical efficiency. For this purpose two ma- 
chines are belted together ; one operating as a motor and 
driving the other as a generator feeding a bank of lamps. 
Tests are now made at all speeds and loads; the conditions 
are then reversed, and the machine previously acting as a 
motor is driven as a dynamo by the other. Besides these 
mechanical tests, continuous tests for ground and other 
faults are carried out at a potential of 1,000 volts, that is, 
at twice the voltage normally supplied to the motors. 


Iv. 


Just beyond the testing-room is the assembling depart- 
ment, where the fields and armatures are built up and fitted 
in their proper place. Our views on page 369 show a number 
of armatures in various stages of completion; and it will be 
noted that the toothed form of armature is now employed 
exclusively for alternating work; while for direct current the 
wires are placed below the external surface of the armature, 
A view on this page shows the operation of winding such a 
direct current armature. These armatures are wound with 
only two circuits, and all wires lying adjacent to each 
other are connected with adjacent bars of the commutator 
so that no high-tension wires touch each other at any place. 
There is only one turn per coil which gives 
the smallest possible number of turns that 
can be used on any armature driven at the 
low rate of speed at which the Westing- 
house generators are driven. The peculiar 
construction of the armature makes it iron- 
clad, and the wires are rigidly held without 
band wires, 

In the alternating current armature, as 
stated above, toothed armatures are em- 
ployed exclusively. The coils are wound 
in a lathe, then placed in position sur- 
rounding the teeth and held rigidly by 
wooden stops driven between the coils. 

As small a detail as it may appear to 
be, the adoption of the 
toothed form of arma- 
ture in the alternating 
machines has created 

ractically a revolution. 

t has resulted 
not only in great- 
ly increasing the 
electrical  effici- 
eney and output 
of the machines, 
but has also 
contributed in 
no small de- 
gree to 
their me- 
chanical 
improve- 
ment. The 
wires held in 
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position by the teeth are absolutely immovable, and a sud- 
den overload does not, as formerly, lead to a straining of 
the wires. Besides, the ease of repairs made possible by 
the insertion of a new coil for a damaged one gives an ad- 
ditional value to this method of construction. 

We have just remarked on the new departure seen in 
but a single detail of the machine, the armature, but we 
may observe the most interesting fact—and one demon- 
strating the thorough study to which the machines of the 
Westinghouse Company are constantly subjected—that 
hardly a single piece of apparatus now being built at these 
works is of exactly the same pattern as that built barely 
a year ago. 

The railway motor assembling-room presents a busy 
scene, and an indication of the pressure of work in this de- 
partment can be but vaguely conveyed by our illustration 
on page 370, which shows a pile of railway motor fields ready 
to be fitted with axle bearings. 


Vv. 


Theheavy machine 2 
tool shop, illustrated Be 
on page 374, occupies 
more than half the 
space of the square 
covered by the 
works. Our view on 
page 374 can give but 
an inadequate idea of 
the number and size of 
the machines here at 
work. Immense lathes, 
planers and _ boring 
mills finish the cast- 
ings as they come 
from the foundry. And 
the handling of these 
heavy masses is very 
easily accomplished by 
a number of overhead 
cranes which traverse 
the shop in every di- 
rection. A large num- 

ber of special tools are also at work, designed 
for the purpose of rapidly reducing the rough 
material to its finished shape, and thus effect- 
ing economy in time and cost of manufacture. 
Indeed, a notable feature of the equipment of 
the Westinghouse Works is the employment, 
wherever possible, of machines and devices for 
economizing time in manufacture, and also for 
the purpose of securing uniformity and inter- 
changeability of parts. For this purpose, stand- 
ard gauges are employed throughout the Works, 
so that when the parts are ready to assemble 
a touch of the file is scarcely required to fit 
- them in their proper positions. 

At the north end of this machine shop a line 
of heavy shafting drives the large alternating 
and continuous current generators undergoing 
test, a partial view of which is also shown on 

page 374. These tests, like those of the railway motors, 
are carried out with great care. 

Passing out from the heavy machine shop across the rail- 
way tracks, by which the material is shipped from the 
factory, we find the blacksmith shop, equipped with all 
the modern tools, such as steam and drop hammers for rapid 
forging. Among the tools here employed is a drop ham- 
mer operated by an electric motor. Separate buildings are 
also devoted to the carpenter shop, where the various 
machine patterns and the woodwork required in the vari- 
ous types of apparatus manufactured, are finished. A 
necessary adjunct of every electrical shop is a brass 
foundry. A separate building is devoted to this part of 
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the work, where the thousand and one large and small brass 
parts, which are employed in the make-up of machines, 
switchboards, meters, etc., are cast. 


vi. 


We will now take the elevator and ascend to the sixth 
floor of the building, in order to follow more closely the 
raw material as it passes through the various hands to the 
assembling-room below. Here we find a department 
devoted to the manufacture of indicating instruments, and 
the finer experimental work, The ammeters and the volt- 
meters are here put together, and the various meter parts, 
fine spindles, screws, etc., manufactured to standard guages. 
Our engraving on page 375 shows workmen at the bench 
assembling the well-known Shallenberger meters. On 
another part of this floor the well-known Wurts lightning 
arresters are assembled, and their marble bases drilled for 
the reception of the screw bolts. A number of benches are 
also devoted to the finishing and assembling of switches, 
switch jaws, compensators, ground detectors, ete. A room 
reached by a flight of stairs from this floor is employed 
exclusively in the making of blue prints, furnished to the 
workmen of the factory for their guidance. 

Descending to the fifth floor we enter a room equipped 
with machinery, where all the drums for the street car con- 
trollers are assembled ready for the pouring in of the insu- 
lating compound. A few steps further bring us to a row 
of workmen busily engaged in the fitting and finishing of 

' circuit breakers and stage regulators, while several others 
are assembling single, double and triple pole switches, 
dynamo changing, platform switches, ete. Another depart- | 


—— 
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ment on this floor is devoted to the assembling of rheostats 
of all sizes and forms, The German silver or heavy iron 


wire is supported on porcelain insulators fixed in iron 
frames, so as to be thoroughly fireproof. 


VII. 


Passing beyond the heavy fire wall which divides the 
building, we enter the converter department. Here the 
Stamped sheets of soft steel are built up around the con- 
verter coils and pressed into a solid mass. The employment 
of soft steel in place of iron has resulted in a great increase 
in the output, as well as in the efficiency of these convert- 
ers. The method of building up these sheets without the 
interposition of paper or other auxiliary insulating material 
amen at first thought give rise to unfavorable criticism, 
and, not very long ago, would have been considered little 
short of suicidal. But it was Mr. Albert Schmid, the sup- 
erintendent of the Westinghouse Works, who discovered 
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machinists in charge of the machine tools. Among the 
numerous excellent tools with which this department is 
equipped, may be noticed two oscillating emery planers. 
These machines, which are constantly at work, are built 
to handle large surfaces, such as are presented by the 
dies intended for punching out large armature plates, 
The object to be surfaced is fixed to a planer bed, and the 
emery wheel, besides its ordinary motion of revolution, is 
given a transverse motion at right angles to the bed of the 
planer; thus each part of the wheel is brought into action. 
This keeps it true automatically, and thus insures a thor- 
oughly plane surface. 

Retracing our steps and passing to the fourth floor be- 
low, we enter the department deyoted to the assembling of 
armature cores. These are put together much in the same 
way as the converter cores, being placed one above the 
other in the shaft, and pressed into a solid mass. Then 
the ends are screwed on them and they are passed to work- 
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that the sheet material could be given a coating of oxide, 
which would thoroughly insulate plate from plate electri- 
cally, and thus obviate the necessity of interposing sheets 
of paper as had heretofore been done; and this method 
is now carried out in all the Westinghouse laminated work, 
not only in conyerters but also in armatures and laminated 
pole-pieces. At one side of the room a complete testing 
outfit is arranged for subjecting the converters to a thor- 
ough test before allowing them to go out. For this pur- 
pose each transformer is run for four hours at 20 per cent, 
beyond its rated capacity. On this floor also, the lamin- 
ated pole-pieces intended for the new low-frequency West- 
inghouse alternator are built up, to be afterwards cast into 
a ring frame, forming a continuous magnetic yoke. 


vill. 


We now enter the tool-room, that important part of 
every large manufacturing establishment, where all cutters, 
punches, dies, jigs, etc., are finished to be delivered to the 


men who file them down thoroughly and finish them ready 
for the reception of the winding. 

The work in this department, as well as in others through- 
out the factory, is greatly facilitated by the employment 
of portable cranes. By means of these an armature core 
weighing several hundred pounds is lifted directly into a 
lathe and requires only a boy for its manipulation. One of 
these cranes is shown on page 373. An interesting process, 
and one illustrating the care which is bestowed upon the 
details of manufacture in the Westinghouse Works can be 
seen here. In finishing the slots of the brass brush hold- 
ers much time would be required in filing, as machine work 
is practically impossible in this case. ‘To save the time 
which would be thus occupied, steel cutting plugs are 
employed, which the workman drives through the slots by 
blows of a hammer. The operation is shown in our en- 
graving, page 372, and the result is a perfectly smooth 
slot, exactly to gauge, and which requires not a touch of 
the file, f 
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Passing through a partition, which keeps out all dust, we illustrated in this meter. As has been already stated, there 
enter the rooms devoted to the testing of voltmeters, am- are now meters in operation measuring the current of 
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meters, station indicators, cireuit breakers, as well as nearly 1,000,000 16 ¢. p. incandescent lamps, and less than 


house meters. All these instruments are subjected to a one per cent. of this total amount sold has ever been 
thorough test and compared with standard instruments. returned to the shop for any defect whatsoever. 


A SECTION oF THE TooL Room. 


Thus, the house meters are given a prolonged run, and 
their indications are continually checked by the reading of 
an electro-dynamometer. The durability and the careful 
constructionof all the Westinghouse apparatus are strikingly 


Passing through the portals protected by heavy fire 
doors, we enter the armature winding department. [ere the 
cores are first thoroughly covered with Fuller board and can- 
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vas soaked in insulating material and the coils then applied. 
One of our engravings shows a railway armature in three 
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stages of progress of winding. The employment of spe- 
cially wound coils for the railway armatures makes their 
winding very simple, and permits of easy replacement in 
ease of damage, a process which involves some difficulties 
in the ordinary Siemens wound drum. Close beside are a 
number of benches devoted to the winding of the small 
solenoid coils of the’ Westinghouse arc lamps. When fin- 
ished they are brought to the front of the building, which 
constitutes the assembling and test room for are lamps, a 
view of which is given on page 377. 


BUILDING Up LAMINATED POLE-PIECES FOR RAILWAY 
GENERATORS. 


On another part of this floor the car controllers are 
assembled. The interstices between the contacts are filled 
with insulating compound, giving the whole a perfectly 
cylindrical surface. Partitioned off from the rest of the 
work on this floor is the buffing shop where the many small 
parts are polished, ready to be lacquered. 


x. 


The winding of the field magnet coils for the various 
types of generators and motors, as well as those intended 
for converters is done on the third floor. Our engraving, 
on page 373 show clearly this operation which requires 
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a considerable amount of skill and care. Each layer of 
wire is thoroughly insulated from its neighbor, The 
spools placed between lathe centres are driven by a belt 
from overhead, workmen guiding the wire into the proper 
channel as the spool revolves. During our visit this de- 
partment was driven to its utmost capacity owing to the 
heavy demand for prompt delivery, especially of the elec- 
tric railway apparatus, for which there is simply an 
enormous demand. 


xi. 


The filaments employed in the lamp manufacture 
are made in the Pittsburgh factory. As they come 
from the carbonizing furnaces, they are delivered to 
girls who place each filament in clips which are then 


FINISHING AN ALTERNATING CURRENT COLLECTOR. 


covered by a glass globe from which the air is first ex- 
hausted by means of vacuum pumps. After the air 
is exhausted, hydrocarbon gas is admitted ; the current _ 
being then turned on, the filament.is brought to incandes- 
cence and the deposit of carbon from the hydrocarbon 
gas ensues. ‘The flashing process gives the filament a 
uniform texture through its entire length, and when the 
proper resistance has been reached, the current is automati- 
cally cut off. Each girl operates two stands, one of these 
exhausting and the other flashing. In addition to the au- 
tomatic arrangement for obtaining the correct resistance, 


RaiLway Motor ARMATURES. 


each filament is additionally measured by means of a 
Wheatstone bridge. 
Adjoining the flashing department 'is the experimental 


Oct. 19, 1892.] THE ELECTRICAL ENGINEER. 377 


to deaden the noise of the gears, are fitted. The com- 


shop where work is constantly going on to devise improve- 
mutator and collector departments are also situated on this 


ments in lamp manufacture. 


10,000-Licur Brur DRIVEN ALTERNATOR FOR THE WoRLD's CoLUMBIAN EXPOSITION. 


The other side of the building on this floor is occupied floor and offer a striking object lesson on the comparative 
by a series of gear cutters which operate automatically ; simplicity and cheapness of construction of the latter as 


the gear blanks, once inserted, require no attention until compared with the former. 


TrstiInG Room FoR ALTERNATING ARC LAMPS. 


the gear teeth are finished. Here also, the gear cases Path 
which protect the gears from dust under the cars, and serve Passing to the floor below, an army of girls may be seen 
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taping and insulating the converter, field magnet and 
armature coils. The field magnet coils are first thoroughly 


A VIEW IN THE DRAFTING Room. 


shellacked, then covered with Fuller board, and wound with 
insulating tape and finally dipped in a special insulating 
compound. The primary and secondary coils of the con- 
verters are wound separately.and then slipped over each 


THE ELECTRICAL ENGINEER. 


into the insulation of the commutator 
variety of other apparatus. ; 

In the room adjoining this department 
interesting experimental high tension plant in w! 
verters are coupled up to give any potential up t 
volts. Directly off from this is the drafting-room, a 
view of which is given on this page and in which all the © 
details are worked out under the direct supervision of Mr, 
E. C. Means. : 

Passing to the south end of the building we come to the 
punching or stamping department. Here the sheets of 
iron and steel of which the converters and armatures are 
made are first sheared, then stamped out ready to be sent 
to the assembling departments. : 


XI. 


In this hasty walk through the building the visitor is 
everywhere impressed with the thorough, systematical hand- 
ling of all apparatus and material, without which, of 
course, there can be no economy in manufacture, His at- 
tention in this connection is also attracted by the extreme 
cleanliness observed. Dust, the great enemy of electrical 
apparatus, especially in the course of its manufacture, is 
effectively combatted, not by the usual brush, but by a 
complete system of compressed air piping. This is tapped 
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other before insertion in the iron cores. This feature 
of separately winding the primary and secondary coils 
of the converters is controlled by patents of the company 
and by this means the greater durability and higher effici- 
ency of the Westinghouse converters is largely assured. . 
As we pass through the room we notice a long bench at 
which girls are sorting and cutting mica sheets which enter 


at innumerable points and by flexible tubing, is brought 
by the workman to the necessary points. The strong blast 
blows all dust out of holes and cavities which to a brush 
would be inaccessible. : j 

The welfare of the workmen is also thoroughly consid- 
ered and the neat porcelain*enameled wash-basins and 
polished faucets in every department will stand compari- 
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ron with similar arrangements in almost any first-class 
otel. 

Tn our passage from shop to shop we pass through the 
office of the superintendent, Mr. Albert Schmid, who 
kindly explains the various details of the apparatus man- 
ufactured and the reasons for designs such as we find them. 
Here we are also shown the plans of some of the work 
which the Westinghouse Company is now engaged on, for 
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thousand horse power, quarter phase, alternating generator 
operating at 2,000 volts and 7,200 alternations per minute. 
This departure from the frequency heretofore employed in 
the Westinghouse apparatus will permit of the operation 
on the same circuit of arc and incandescent lamps and the 
Tesla motors as well. Besides this, a 500 h. p. railway gen- 
erator will be shown coupled direct to a cross-compound 
Reynolds-Corliss engine operating at only 90 revolutions 


Albert Schmid. 


Philip Lange. 


TECHNICAL STAFF ; 


WESTINGHOUSE ELECTRIC AND MANUFACTURING CoMPANy, 


PrrrspurRGH, Pa. 


C. F. Scott. 


porter 


F. S. Smith. 


L. B, Stillwell. 


. supplying the World’s Columbian Exposition, at Chicago, 
with light and power. The power plant which will be 
there shown will be a striking example of large power units 
in various types of generators; four of these will be 
driven direct by the new type of the Westinghouse ver- 


tical compound engine. The armatures of these machines 


will be of the toothed type, with removable coils and com- 
posite wound for constant potential. Besides this there 
will be six machines, belt driven, one of which will be a 


per minute. Our engravings on pages 377, 878, 379 and 
382, will give a good idea of the magnitude of this work. 

The laboratory of the works, now under the direct 
charge of Mr. Charles F. Scott, is situated immediately 
above the main offices, Mere the electrical details of all 
the apparatus are worked out, The laboratory also con- 
stitutes the standardizing bureau for all electrical shop in- 
struments of every description and various investigations 
are constantly going on. ‘The equipment of the laboratory 
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comprises a complete equipment of the most modern 
standard apparatus of both continuous and alternating 


type. 
XIV. 


No account of the work of the Westinghouse Company 
would be complete without a few words regarding the men 
who have contributed to bring the apparatus to the perfec- 
tion which it now exhibits. We have already alluded to 
Mr. Nikola Tesla, whose recent enthusiastic reception in 
Europe is one of the most striking episodes in modern elec- 
trical history. 

The technical staff of the Westinghouse Company may 
be said to offer a striking example of the value and demand 
for technical training, for without exception the heads of 
all departments are men who are graduates of colleges. This 
forms a striking contrast to conditions presented in manu- 
facturing establishments of many older industries in which 


they who are frequently misnamed “practical men,” or 
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those who have graduated from the machine shops, rule the 
destinies of manufacturing works, 

The mechanical superintendent of the works, Mr. Albert 
Schmid, was born at Zurich, Switzerland, in 1858, and 
graduated from the celebrated Polytechnic in that city. In 
his early career he obtained considerable experience in the 
manufacture of steam engines, locomotives, turbines and 
electrical apparatus, widening his experience by sojourns in 
England, France, Belgium, Switzerland and Germany. 
In 1882, Mr, Westinghouse induced Mr. Schmid to come to 
Pittsburgh, where he entered the employ of the celebrated 
Westinghouse Air Brake Co. Upon the organization, 
shortly after, of the Westinghouse Electric Co., Mr. 
Schmid was placed in charge of the manufacturing depart- 
ment which position he has held ever since. In conjunction 
with Mr. Westinghouse, Mr. Schmid justly shares not a 
little of the credit for the admirable construction and 
design of the Westinghouse apparatus. 

Mr. O. B. Shallenberger, the electrician of the Westing- 
house Company, was born in Rochester, New York, and is 
still a young man, having now but reached his thirty-second 
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year. At the age of seventeen Mr. Shallenberger entered 
the U. §. Naval Academy at Annapolis, where he gradu- 
ated in 1881, and immediately thereafter went on the cus- 
tomary cruise to the European stations. After two years’ 
service, however, he resigned his commission and was 
engaged in the experimental work of the electrical depart- 
ment of the Union Switch and Signal Co., which at that 
time had undertaken the manufacture of the Stanley con- 
tinuous current apparatus. Upon the organization of the 
Westinghouse Electric Company, in January, 1886, Mr. 
Shallenberger was appointed chief electrician ; which 
position he still holds. Mr. Shallenberger is the inventor 
of many features which characterize the Westinghouse 
apparatus as now made and of which his beautiful alterna- 
ting current meter is probably the most important. 

Mr. L. B. Stillwell, now in charge of the power trans- 
mission work of the Westinghouse Company, is a native of 
Scranton, Pa., where he was born in 1863. He passed suc- 
cessively through the Scranton High School, the Wesleyan 
University at Middletown, Conn., and finally took a special 
course in electrical engineering. In October, 1886, Mr. 
Stillwell was appointed assistant electrician to the West- 
inghouse Company, and occupied the position until 1889, 
since which time he has acted as its electrical engineer. In 
1890, Mr, Stillwell was sent abroad by the company to act 
as consulting engineer for the Westinghouse Electric 
Company, Limited, in London, England, and also to study 
the development of the electrical industry in Europe. 
More recently Mr. Stillwell has devoted his attention par- 
ticularly to the study of long-distance power transmission, 
for which purpose he has recently undertaken extensive 
trips South and West. 

Mr. Philip Lange, superintendent of the detail depart- 
ment of the company, was born in 1856, For seven years 
he was engaged in the manufacture of instruments in Ber- 
lin, Germany, and in 1880 entered the celebrated works of 
Siemens Bros. & Co., of Woolwich, England, devoting his 
attention to the manufacture of submarine cables and are 
lamp work. Coming to America in 1882, he entered the 
service of Messrs. Bergmann & Co., of New York, who at 
that time manufactured the smaller details of the Edison 
system of lighting. He remained there four years, until 
1886, when he entered the service of the Westinghouse Com- 
pany at Pittsburgh. Here Mr. Lange was placed in charge 
of the “detail department,” developing and working out 
the details of alternating and street car systems. During 
the last year Mr. Lange has acted as assistant. to Mr. 
Schmid, and as such is now in charge of the works in New- 
ark, N. J., where he has been since July of this year. 

Mr. Charles F. Scott was born in Athens, Ohio, in 1864, 
and graduated at the Ohio State University, Colum- 
bus, in 1885. He then took a course of graduate work at 
the Johns Hopkins University, after which he entered the 
electrical field with a constructing company in Philadel- 
phia in 1887. In August, 1888, Mr. Scott entered the 
employ of the Westinghouse Company in Pittsburgh, be- 
ginning work in the dynamo-room on night duty. He was 
soon transferred to the laboratory, and was assistant to Mr. 
Tesla during the latter part of his work on alternating 
motors at Pittsburgh. After the departure of Mr. Tesla, 
Mr. Scott was placed in charge of experimental work on the 
Tesla motor. Mr. Scott has been assistant electrician for 
the last year in charge of the laboratory, and part of the 
time during the absence of Mr. Shallenberger. : 

The superintendent of the lamp department, Mr. F. 8, 
Smith, was born in 1863, at Kingston, Pa. In 1882 he 
entered the Wesleyan University at Middletown, Conn., 
taking a two years’ course of chemistry and the natural 
sciences; he then proceeded to Lehigh University at Beth- 
lehem, Pa., where he took a course in analytical chemistry, 
graduating in 1887. On June 1, of that year, he entered 
the service of the Westinghouse Company as assistant 
superintendent of the lamp factory, which position he held 
for a number of years. Mr. Smith then took charge of the 
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experimental work in incandescent lamps, to which he de- 
voted a year, and since then he has been superintendent of 
the lamp department, in addition to that of the experi- 
mental work. 

Mention must also be made here of Messrs. B. G. Lamme, 
E. C. Means and H. P. Davis, who have been connected 
with the Westinghouse Company for a number of years, 
and who have ably assisted Mr. Schmid in the designing 

of the Westinghouse apparatus. 

' In the above we have limited ourselves to the description 
of but one of the manufacturing establishments of the 
Westinghouse Co. But some detailed mention must also 
be made of the factory in Newark, N. J. These works, 
which are in charge of Mr. Philip Lange, cover nearly an 
entire block, and are five stories high. It is here that 
the large direct current dynamos for isolated lighting, elec- 
trolytic work, ete., are manufactured, and, also, motors of 
all sizes. 


xv. 


Tn the foregoing the writer has endeavored to give, as 
nearly as possible, an accurate description of the most im- 
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portant departments of the works of the Westinghouse 
Electric and Manufacturing Company in Pittsburgh. It is 
not meant to be a complete description of everything he 
saw there, indeed such a task, while it would be a pleasant 
one, would make this issue of the ENcrnEER much too bulky. 
It is safe to say that there is no other electric company in 
the world, the product of which affords more of interest to 
the electrical mdustry and the public in general, than 
does that of the Westinghouse Company, 

Rarely, indeed, is therea manufacturing company, either 
in the electrical or any other industry, which in the short 
space of time, of less than a decade, can produce a record 
of achievements equal to that of the Westinghouse Com- 
pany. Their product has in that time been sold in every 
corner of the globe. Their apparatus is operating in gold 
mines in Colorado, in coal mines in Pennsylvania ; it gen- 
erates electric current for lighting one of the largest parts 
of the city of London, England, as well as towns in China, 
Japan and Australia, Its apparatus for the operation of 
electric railways has within two years revolutionized the 
entire manufacture of electric motor systems. There is, 
in fact, not a branch or a field in the electrical industry 
that is not occupied by this enterprising corporation. 
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GEORGE WESTINGHOUSE, 1846-1914. 
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ON THE PLATFORM FOR THE WESTINGHOUSE FORUM 
AFTERNOON EXERCISES 


Standing (left to right): JOHN F. MILLER, N. W. STORER, THOMAS CAMPBELL, FRANCIS 

HODGKINSON, A. W. BERRESFORD, C. R. BEARDSLEY, ROY V. WRIGHT, CHARLES F. 

SCOTT. Seated: L. B. STILLWELL, W. W. NICHOLS, FRANK W. SMITH, E. R. HILL, 
J. V. B. DUER, SAMUEL M. VAUCLAIN. 


From George Westinghouse Commemoration, 1937 


L. B. Stillman, from George Westinghouse Commemoration, 1937 


Charles F. Scott, from George Westinghouse Commemoration, 1937 


750 KW. ALTERNATING-CURRENT GENERATOR THAT SUPPLIED 
ELECTRICITY FOR THE CHICAGO WORLD’S FAIR, 1893. 


From George Westinghouse Commemoration, 1937 


% 


a 
' ; ; 
» ea 
‘d 
% 
iE 
eh 
SS 
¥ * 
A * a 
i Les 
ai 
ai 
1s 
: i | 


~ teal 


=: 


; 


FIRST ALTERNATING-CURRENT GENERATORS INSTALLED AT 
NIAGARA FALLS, 1895. 


From George Westinghouse Commemoration, 1937 


ILLUMINATION OF THE CHICAGO WORLD’S FAIR, 1893—ONE OF THE DRAMATIC ACHIEVEMENTS 
OF GEORGE WESTINGHOUSE’S CAREER. 


From George Westinghouse Commemoration, 1937 


REAR ADMIRAL GEORGE W. MELVILLE, U.S.N., GEORGE WESTINGHOUSE, 
AND JOHN H. MACALPINE, WHO COLLABORATED IN APPLYING 
STEAM TURBINES TO MARINE SERVICE. 


From George Westinghouse Commemoration, 1937 


Professor William A. Anthony 


Albert | of Belgium, Richard N. Speaight - The World’s Work, 1919 


Westinghouse Electric and Manufacturing Company Single Phase AC Generator, 
Smithsonian Institute, National Museum Of American History, 
from Cornell University, School of Electrical Engineering thru Dean William Erickson 
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National Museum of American History, Kenneth M. Swezey Papers 
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Generators at Niagara Falls 
National Museum of American History, Kenneth M. Swezey Papers 


National Museum of American History, Kenneth M. Swezey Papers 


Generator at Niagara Falls. Note it is not functioning in this photo as it can be seen to be stationary. 
National Museum of American History, Kenneth M. Swezey Papers 


William Terbo, Nikola Tesla’s Grand-Nephew, gift from author’s collection. 


Leland |. Anderson, from Star Tribune. 


Jeff Parisse of kVA Effects, Jeff Behary of Electrotherapy Museum, Carmen Miller, and John Jenkins of Spark Museum of 
Electrical Invention with what we believe is Nikola Tesla’s earliest two-phase pre-1888 patent induction motor. 


The motor would have been the catalyst for all of the activity found in this book and all subsequent events in the life and 
work of Nikola Tesla. 


Jeff Behary, 05. November 2022 


